




THE AMERICAN 



BOOK TRADE JOURNAL <3 


WITH WHICH IS INCORPORATED 


fCfje American ILitcvsvs Ctfa?ette auU lUuhltsfjetB’ Circular. 

[ESTABLISHED 1852.] 

Publication Office, 29S Broadway, New York. 

Entered at the FonUMBcn at New York, N Y., tu> iwvmid-clnK* inatt>" 


VOL. LXXIII., No. 6. NEW YORK, February 8, 1908. Whole No. 1880 


A Better Book than “KIM 99 

— N. r. Times Review 

THE 

BROKEN 
ROAD 

BY 

A. E. W. MASON 

$ 1.50 

A vigorous story , a strong story, an earnest story also 

—London Athenaeum 


“ Intensely 
interesting.” 
— The Outlook 


“We 

recommend 
it to the 
reader 
who cares 
for a good 
story.” 

— N. V. Tribune 


THE HISTORY OF THE 
UNITED STATES NAVY 

By JOHN R. SPEARS 

A short, comprehensive history of the 
navy from the beginning down to the pres¬ 
ent day, including much new material not 
before available. The best and latest 
history of the navy. 

Illustrated. $1.50 net. Postage extra 


New and 'Enlarged Edition 

THEODORE ROOSEVELTS 
OUTDOOR PASTIMES OF 
AN AMERICAN HUNTER 

This contains two new chapters, “ In the 
Louisiana Cane Brakes ” and “ Small Coun¬ 
try Neighbors,” with six new illustrations be¬ 
sides all the original material that made this 
one of the most popular of outdoor books. 
Illustrated. $3.00 net 


CHARLES SCRIBNER’S SONS 
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LET US ALL READ 


UlC big, bold, brainy, bright, breezy, brilliant, bali¬ 
ng, bewildering, breathless, bedazzling Black Bcl<J 




lie brave, bracing, boundless, buoyant, blazing, boun- 
:ous, bustling, bonnie, blooming, beautiful BldClC Bcl(J 




he boss, busy, brisk, broad, bully, bouncing, 
earning, bubbling, bulging, beguiling Black BctCJ 


The Black Bag, a new novel by Louis Joseph Vance 

Author of The Brass Bowl 


IE BOBBS-MERRILL COMPANY, PUBLISHERS, INDIANAPOLIS 
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Ready This Month 



Herbert M. Hopkins’s 


NEW NOVEL 

Priest.-- Pagan 

\ NOVEL of sensations, describing the strange 
complications which beset the quiet lives of a 
little group of persons living in a lonely portion of 
The Bronx. The story is absorbing and powerfully 
written, and it gives an extraordinary picture of a 
young Episcopalian minister whose change of heart 
forms the keynote of the plot. 

With Frontispiece by Martin Justice 

$ 1.50 

Alice Brown’s “ROSE MACLEOD” ready in April 

HOUGHTON, MIFFLIN & CO. 
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COMPLETE LINE 


SHOWN JAN. 2, ’08 


THE FIRST 

WERE 


FELT BOOKS 
ORIGINATED BY 


KOHLER & CO., Akron, Ohio 

READ THE STATEMENTS OF AKRON NEWSPAPERS 

AKRON TIMES AKRON PRESS 


AKRON CONCERN 
PRI NTS O N FELT 

Success Achieved by S. H. 
Kohler 
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In Making Books for Children 


No one had ever heard of felt 
books. Was it possible to print on 
that kind of fabric? Mr. Kohler 
recognized in felt a quality of dur¬ 
ability which was bound to be of 
value in children’s books. Trial fol¬ 
lowed • trial until finally there came 
from his presses a class of work that 
he might well be proud of. The 
warmth' of color, {he softness of 
touch and the wearing* qualities at 
one© convinced Mr. .Kohler that be 
had discovered something that was 
suce to meet with success. 

By Jan. 1 of this year Mr. Koh- 
.leh had copies of his books ready 
for the market. Book buyers not 
only in the United States ia 
Canada as wqll have recoiv*d Koh¬ 
ler’s Felt Toy Books enthusiastical¬ 
ly. 
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S. H. Kohler, Akron man, manu¬ 
facturer of printed fabric goods, has 
evolved a new method for printing 
oh felt. The idea is being put into 
practical use by. Kohler in a line of j 
felt .toy books. The books are | 
strikingly original and are sure to 
interest the little folk. They are 
gorgeously colored and are master¬ 
pieces of art. 

— \ . .. . 


We already have 

IMITATORS 

claiming that they 
44 will have” 

IMITATIONS 

of our 

Original Felt Books 
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TRADE SUPPLIED &Y 


ANDERSON & STONER, PUBLISHERS 

156 Fifth Avenue, New York Akron, Ohio 

Special Representatives: THE STITT & H El N £ BERG CO. 
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A. C. McCLURG & CO.’S 
SPRING LIST 

FOR THE INFORMATION OF OUR TRADE 


We present herewith, briefly stated, our list of New Publications 
for the Spring of 1908, with dates of publication where determined. 
These advance notes will be followed with full details in due course. 


FICTION 

PRISONERS OF CHANCE. The Story of What Befell Geoffrey Benteen, Border- 
man, Through his Love fora Lady of France. Laid in Louisiana and Northward, in 
the latter half of the 18th Century. By Randall Parrish, author of “Beth 
Norvell,” “Bob Hampton of Placer,” “ When Wilderness Was King,” etc. Four 
illustrations in color by The Kinneys . Large i2mo. March 28. $1.50. 


THE SILVER BLADE. A True Chronicle of a Double Mystery. By Charles E. 
Walk. A detective story of unsurpassed spirit and mystery, which will rank with 
the greatest modern stories of its kind. Five color plates by A. B. Wenzell. Large 
i2mo. March 18. $1.50. 

INTO THE PRIMITIVE. 'By Robert Ames Bennet, author of “For the White 
Christ.” A romance of a remarkable sort, with an interesting problem in human 
life—the fight for life against the perils of the wilderness. A love story that will 
excite comment. Four color pictures by Allen T. True. Large i2mo. April 11. 
$1.50. 

HER LADYSHIP. By Katharine Tynan, author of “The Dear Irish Girl,” etc. 
Full of sweet naturalness and genial mirth. Frontispiece by Walter /. Enright . 
i2mo. April 4. $1.25. 

GENERAL LIST 

JT MY DAY AND GENERATION. By Clark E. Carr, author of “ The Illini,” etc. 
Recollections covering our history from the period of anti-slavery agitation to the 
present time. Illustrated 7 uithportraits . Large 8vo. March. Net , $3.00. 

. AN AMERICAN STUDENT IN FRANCE. By Abbe Felix Klein, author of “ In 
the Land of the Strenuous Life.” France as viewed by an observing student from 
“America. Illustrated from photographs . Large i2mo. April.' Net , $2.50. 

THE ART OF RETOUCHING SYSTEMATIZED. By Ida Lynch Hower. 
For all photographers, professional and amateur. Illustrated . i2mo. February. 
Net, $1.00. 


DECENTLY PUBLISHED 


MEN WHO SELL THINGS. Observations and Experiences of Over Twenty Years 
as Travelling Salesman, European Buyer, Sales Manager and Employer. By 
Walter D. Moody. An invaluable book for everyone engaged in building a 
business. i2mo. Net, $1.00. >? 


OPTIMISM—A REAL REMEDY. By Horace Fletcher, author of “The New 
Menticulture,” etc. Presents the foundation ojf Mr. Fletcher's philosophy. The 
“open sesame” of a wonderful new existence. Tall i8mo, boards, with portrait. 
Net , 75 cents. 


A. C. McCLURG & CO., Publishers, CHICAGO 
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My Lady of Clccvc 







NOTE! 

■PH 


^"^VER one hundred 
dealers have taken 



advantage of our 
unique window - dis¬ 
play offer on this 



book. 



Why not you ? 





FIRST LARGE EDITION 
EXHAUSTED ON PUBLICATION 

SECOND EDITION NOW READY 


My Lady of Clccvc 

By PERCY J. HARTLEY 

A vivid, stirring, breathless tale 
of romance and adventure. 

Illustrations a?id cover in colors 
Medallion by HARRISON FISHER 

12mo, cloth, $1.50 

DODD, MEAD & COMPANY, New York 


i 
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€jir Wnkli\. 

FEBRUARY 8, 1908. 


6f Aaron Burr,” a historical work by Alfred 
Henry Lewis, written in the brilliant style of 
his story of Andrew Jackson, published last 
fall under the title of “When Men Grew 
Tall.” 


RATES OF ADVERTISING. 


One ijage. $25 00 

Half page. 14 00 

g uarter page. 7 00 

ighth page. 4 00 

One-sixteenth page. 2 00 


The above rates are for unspecified positions. These 
rates, also, do not include insertions in the “Annual 
Summary Number,” the “Summer Number,” the 
“Educational Number,” or the “Christmas Book¬ 
shelf,” for which higher rates are charged. 

Copyright Notices, Special Notices, and other un¬ 
displayed advertisements, 10 cents a line of nonpareil 
type. 

Rates for preferred positions (full pages only), 
on application. 

Advertising copy should reach us not later than 
Wednesday morning for insertion in the issue dated 
the Saturday following. If proof is wanted for 
correction , copy should reach us two or three days 
earlier. 

Style and type display should be plainly indicated 
on copy if special character is desired, as changes 
in proof that involves resetting will be charged for 
at the extra cost of composition. 

RATES OF SUBSCRIPTION. 

One year, postage prepaid in the United States. $4.00 
One year, postage prepaid to foreign countries. $5.00 
Single copies, 10 cents; postpaid, 12 cents. Special 
numbers: Educational Number, in leatherette, 50 
cents; Christmas Number, 25 cents. Extra copies 
of the numbers containing the three and six 
months’ Cumulative Lists, 25 cents each, to sub¬ 
scribers only. 

Publication Office, 298 Broadway, P. O. Box 943, N. Y 

R. R. Bovvkeu, Editor and Publisher. 


INDEX TO ADVERTISERS. 

American Code Company. 

Anc.erson & Stoner. 

Baker & Taylor Company. 

Baker’s Great Book Shop. 

Bobbs-Merrill Company. 

Books for Sale. 

Books Wanted.’. 

Business for Sale. 

Cazenove (C. D.) & Son. 

Copyright Notices. 

Dodd, Mead & Co. 

Engineering News Book Department. 

Help Wanted. 

Houghton, Mifflin & Co. 

Ideal Book Mailing Corner Co. 

Jenkins (Wm. R.) Company. 

Kay Printing House. 

Kellogg (Andrew II.) Company. 

Libbie (C. F.) & Co.:. 

McClurg (A. C.) & Co. 

Maggs Brothers. 

Murphy (John J.). 

Nelson (Thomas) & Sons. 

Publishers’ Circular. 

Publishing Adjuncts. 

Saalfield Publishing Co. 

Scribner’s (Charles) Sons. 

Side Lines for Booksellers. 

Situations Wanted. 

Special Notices. 

Spencer (Walter T.). 

Stitt & Heineberg Co. 

Tapley (J. F.) Company.... 


PAGE 

.... 828 
.... 798 
.... 831 
.... 828 
.... 796 
.... 827 
.... 820 
.... 828 
.... 828 
.... 828 
.... 800 
.... 831 
.... 828 
.... 797 
.... 831 
.... 831 
.... 831 
.... 831 
.... 830 
.... 799 

.... 831 
.... 831 
.... 829 
.... 830 

832, 833 
.... 834 
• • • • 795 

.... 833 

.... 828 
.... 828 
.... 828 
.... 798 
.... 833 


NOTES IN SEASON. 

The Century Company will bring out on 
February 26 a new novel of love and' adven¬ 
ture in the far North, entitled “Come and 
Find Me,” by Elizabeth Robins, author of 
“The Magnetic North.” The story is illus¬ 
trated by Blumenschein. 

D. Appleton & Co. will publish on the 14th 
inst. “An American Patrician—the Romance 


The J. B. Lippincott Company will pub¬ 
lish at once a volume entitled “The Call of 
the South,” by Louis Becke. The new book, 
like most of this writer’s work, deals with 
the South Seas and their islands. It is writ¬ 
ten in Mr. Becke’s inimitable style, and' will 
be gladly received by his many admirers. 

Little, Brown & Co. will publish on the 
29th inst. a volume entitled “More—a Study 
of the Financial Conditions Now Prevalent,” 
by George Otis Draper, of Hopedale, Mass., 
manufacturer. This study in finance repre¬ 
sents the views of an American man on cer¬ 
tain live issues, such as currency, tariff, trusts, 
labor unions, socialism, etc. The point of 
view is most original, and the style of ex¬ 
pression peculiarly striking. The book will 
undoubtedly provoke considerable discussion. 
They will bring out at the same time a new 
novel by Mary Imlay Taylor, entitled “The 
Reaping,” with a background of Washington 
political and social life. Miss Taylor gives 
vivid glimpses of the inner political circles of 
the national capital—of the wheels within 
wheels—and' the bitter personal rivalries that 
frequently have an altogether disproportionate 
effect upon vital political issues. Pier hero is 
caught in the dilemma between doing his duty, 
which will ruin his public life, and the pursuit 
of his love and of his political ambitions, 
which will brand him as a man without honor. 

Charles Scribner’s Sons publish this week 
a “History of the American Navy,” by John 
R. Spears, which will take a place midway 
between the author’s former books, “History 
of Our Navy,” an exhaustive treatment of 
the subject, in five volumes, and “Short His¬ 
tory of the American Navy,” which tells of 
the exploits of our sailors in brief narrative 
form. The new book will give in an octavo- 
volume a full account of the United States 
navy, with much new information that has 
only recently become available. They have also 
just ready a new edition of President Roose¬ 
velt’s book, “Outdoor Pastimes of an Ameri¬ 
can Hunter,” with two new chapters, includ¬ 
ing an account of the President’s recent bear 
hunt in Louisiana and his recent contribution 
to Scribner's, entitled “Small Country Neigh¬ 
bors;” “The Roman Catholic and Protestant 
Bibles Compared,” three essays selected from 
265 papers written to secure the prizes offered 
by Miss Helen Gould for the best essays on 
the*double topic—“The Origin and History of 
the Bible Approved by the Roman Catholic 
Church” and “The Origin and History of the 
American Revised Version of the English 
Bible”—edited by the Dean of Hartford The¬ 
ological Seminary, Dr. Melanchthon Williams 
Jacobus; also, “Bacon’s Essays,” edited by 
Dr. Mary Augusta Scott, professor of Eng¬ 
lish Language and Literature in Smith Col¬ 
lege, with ai brilliant introduction considering 
the author and the book, the edition being in¬ 
tended for general reading and not merely for 
the use of students. 
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WEEKLY RECORD OF NEW PUBLICATIONS. 

The prices of net books published under the rules of the American Publishers’ Association are preceded in 
this list by a double asterisk and tne word net follows the price. The prices of fiction fnot net) published under 
the rules are preceded by a dagger - . The prices of net books not covered by the rules, whether published by 
members of the American Publishers’ Association or not, are preceded by a single asterisk, and the word net 
follows the price.^a 

The abbreviations are usually self-explanatory, c. after the date indicates that the book is copyrighted; if 
the copyright date dijfersfrom the imprint date, the year of copyright is added. Books offoreign origin of which 
the edition ( annotated , illustrated , etc.) is entered as copyright, are marked c. ed.; translations, c. tr.: n.p., inplace 
0/ ; rice, indicates that the publisher makes no price , either net or retail , and quotes prices to the trade only upon 
application. 

A colon after initial designates the most usual given name, as: A: Augustus: B: Benjamin: C: Charles: 
J): David: E: Edward; F: Frederic: G: George: H: Henry ; /.* Isaac: J: John: L: Louis: N: Nicholas: P: 
Jeter : R: Richard: S: Samuel: T: Thomas: IV: William. 

Sizes are designated as follows : F. (folio : over 30 centimeters high): Q. (jto : under 30 cm.): O. (8 vo : 25 cm.); 
D. ( t i'2 n io ; 20 cm.); S. (16/uo ;cm.); T. (241/10 : 15 cm.): Tt. (yimo : 12% cm.) : Fe. 481/10 : 10 cm.). Sq.,obl. % 
r-a.r. % designate sj’tare , oblo/t-, narrow books of these heights. 


Adams, S: Hopkins. The flying death; il. by 
C. R. Macau ley. N. Y., McClure Co., 1908. 
c. 239 p. D. cl., t$i- 50 . 

Mr. Adams collaborated with Stewart Edward 
White in the novel of “The mystery.” The scene of 
this weird story is laid in a little fishing village 
on Long Island, where a few visitors are spending 
the winter at a little boarding house; among them is a 
young doctor in search of health, an archaeologist 
and a professor of science. “The flying death” 
first appears when the visitors go to the help of a 
wrecked vessel; one of the crew when brought 
ashore is found dead with a deep wound in his 
back. For weeks afterwards the people are startled 
by hearing strange sounds in the air, while other 
deaths occur. It is not until the last page that “the 
flying death” is explained. 

Bailey, Liberty Hyde. The principles of fruit¬ 
growing. 10th ed. N. Y., Macmillan, 1908. 
c. 17+516 p. il. 12 0 , (Rural science ser.) 
cl., **$1.50 net. 

Baker, Ernest Albert, ed. The praise of a 
simple life: [an anthology.] N. Y., Dutton, 
1908. 10+258 p. 16 0 , (Wayfaring books.) 

cl., *$1 net. 

Baldwin, C: Sears. A summary of punctua¬ 
tion. N. Y., Longmans, Green & Co., 1908. 
no paging, D. pap., 5 c. 

Writer is assistant professor of rhetoric in Yale 
University. 

Bavlee, J: Tyrrell. A gazetteer of the world. 
N. Y., Dutton, 1908. 255 p. 32 0 , (Dutton’s 
miniature reference lib.) leath., 50 c. 
Bearne, Rev. D: Sheer pluck, and other sto¬ 
ries of the bright ages. N. Y., Benziger 
Bros., 1908. c. ’07. 179+14 p. D. cl., 85 c. 

Twenty-three stories for Catholic readers, by the 
author of “Charlie Chittywick.” 

Beecher, Willis Judson, D.D. The dated 
events of the Old Testament: being a pre¬ 
sentation of Old Testament chronology. 
Phil., Sunday School Times Co., [1908.] c. 
’07. 202 p. O. cl., *$1.50 net. 

“The tables in this volume present to the eye a 
reasonably complete list of the events narrated in 
the Old Testament with their time relations: first of 
all the relations of each event to other near events, 
Israelitish or foreign, and also its date in terms 
of the Christian era. The tables distinguish between 
the dates which are fixed by positive evidence 
and those which are matters of conjectural opinion, 
They also present to the eye a conspectus of the 
evidence by which each event is dated, and the 
reasons for the variant opinions that men hold 
concerning the chronology.”— Preface. 

Bennett, C: J. C. Formal discipline. N. Y., 
Teachers’ College, Columbia University, 
1907, [1908.] 76 p. figs, tabs., O. pap., 50 c. 

Contents: Introduction: The meaning of the doc¬ 
trine of formal discipline; The extent of belief in it 
and practice according to it. Pt. 1, Evidence from 
analytic psychology; Pt. 2, Evidence from experi¬ 
mental psychology. 


Bjomson, Bjornstjerne. Novels. New ed.; 
ed. by Edmund Gosse. vs. 9, 10, In 
God’s way: a novel; tr. from the Norwe¬ 
gian by Elizabeth Carmichael. N. Y., Mac¬ 
millan, 1908. 2 v., 8+201; 215 p. 16 0 , cl., 

+$2.50. 

This edition falls into the series of the transla¬ 
tions of the great Norwegian novelist edited by 
Edmund Gosse. The series will be rapidly completed. 

Bligh, B. The practical design of irrigation 
works. N. Y., D. Van Nostrand Co., 1908. 
400 p. il. 8°, cl., *$6 net. 

Boston, Rev. S. L. Baptism: its significance 
and mode. Phil., Presbyterian Board of 
Publication, [1908.] c. ’07. 5-32 p. T. pap., 
5 c. 

Buddhaghosha. The Jataka; or, stories of the 
Buddha’s former births; tr. from the Pali 
by various hands under the editorship of 
E. B. Cowell; v. 6 tr. by E. B. Cowell and 
W. H. D. Rouse. [N. Y., Putnam,] 1907, 
[1908.] 314 p. 8°, cl., *$4 net. 

Burke, Sir J: Bernard and Ashworth P: A 
genealogical and heraldic history of the 
peerage and baronetage, the privy council, 
knightage and companionage. 70th ed'. [N. 
Y., Putnam,] 1907, [1908.] 225+2486 p. il. 
(coats of arms) 8°, cl., *$12 net. 

Burnet, Margaretta. A laboratory manual of 
zoology. N. Y., American Book Co., 
[1908.] c. 3-112 p. D. cl., 50 c. 

Author is teacher of biology. Woodward High 
School, Cincinnati. 

Burns, Robert. Selected poems and songs of 
Robert Burns; ed., with notes and an in- 
trod., by Philo Melvin Buck, jr. N. Y., 
Macmillan, 1908. 56+323 p. por. 24 0 , (Mac¬ 
millan’s pocket classics.) cl., *25 c. net. 

Butterfield, Kenyon Leach. Chapters in rural 
progress. Chic., University of Chicago 
Press, 1908. c. ’07. 9+3-251 p. D. cl., *$1 
net. 

President Butterfield, of the Massachusetts Agri¬ 
cultural College, emphasizes the social aspects of 
rural communities and describes some of the newer 
movements resulting in the expansion of country life. 

'Caine, T: H: Hall. Cobwebs of criticism. N. 
Y., Dutton, 1908. 38+294 p. 12 0 , (New uni¬ 
versal lib.) cl., 50 c.; leath., 75 c. 

'Carnot, Rev. Maurus. A pilgrim from Ire¬ 
land; tr. by Mary E. Mannix. N. Y., Ben¬ 
ziger Bros., 1908. c. 6+5-132+15 p. front. 
S. cl., 45 c. 

A quaint little tale of the ancient land of Rhcetia, 
on the Rhine. The venerable monk Sigisbert, driven 
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by cruel people from his cloister, settles in this wil¬ 
derness. With two young boys, who seek his protec¬ 
tion, he builds a home and seeks food. Every step 
in their progress is instructive and entertaining. 

Chadwick, H ed. Spalding's official base 
ball record, 1908; ed. by H: Chadwick. N. 
Y., American Sports Publishing Co., [1908.] 
c. '07. 254 p. il. pors. S. (Spalding’s ath¬ 
letic lib.) pap., 10 c. 

Chamberlin, Jos. Ed'gar. The ifs of history. 
Phil., Henry Altemus Co., [1908.] c. ’07. 
10+13-203 p. D. cl., $1. 

The literary editor of the New York Evening 
Mail offers a series of papers dealing amusingly 
though seriously with those tremendous moments in 
the course of the world’s affairs when the fate of 
rations and sometimes of all civilization hung upon 
a shred of accident. Projecting his fancy into the 
realm of the Might-Have-Been he asks “What 
would have happened if the scales had turned the 
other way?” The volume begins with Grecian 
times and comes down to quite recent events. 

Cheney, Mrs. Vance. What it is that heals. 
N. Y., Robert Grier Cooke, Inc., 1907, 
[1908.] c. 3-29 p. D. bds., $1. 

The author, after having been an invalid for 
twenty years from overwork, discovers a way of 
healing herself. It is a sort of mental science, which 
she describes as working something like a miracle. 

Clark, J: Willis, ed. Letters patent of Eliza¬ 
beth and James the First, addressed to the 
University [of Cambridge,] with other doc¬ 
uments; ed., (with a translation of the let¬ 
ters of Elizabeth,) by J: Willis Clark. [N. 
Y., Putnam,] 1907, [1908.] 8°, cl., 75 c. 

Cody, Grace Ethelwyn. Jacquette: a sorority 
girl; il. by C: Johnson Post. N. Y., Duf- 
field & Ca, 1908. c. 300 p. S. cl., +$1.25. 

Jacquette is a pretty young girl who conies to a 
western city to attend the High School, and lives 
with wealthy relatives. The story, while full of 
interesting characters and school scenes, is really a 
treatise against secret societies in schools and col¬ 
leges. Jacquette, after becoming a member of one, 
finds it interferes so greatly with her studies that she 
is forced to resign from it. Her sacrifice is bravely 
borne in the face of ridicule and all opposition. 

Cooke, Marjorie Benton. More modern mon¬ 
ologues. Chic., Dramatic Publishing Co., 
[1908.] c. ’o7. 9-144 p. D. cl., $1.25. 

Eighteen amusing monologues. Some of the titles 
are: At the matinee; All in the point of view; 
A real lady; Sweet Kitty and the little blind 
god; A pleasant half hour on the beach; How gen¬ 
tlemen are made; When men propose; The charity 
fair; The shampoo woman. 

•Corder, G: A. The miner’s geology and pros¬ 
pector’s guide for mining students, miners, 
prospectors and explorers. N. Y., Spon & 
Chamberlain, 1908. c. ’07. 237 p. pis. 12 0 , 
cl., $2. 

Cross, C. F., and Bevan, E. J. Text-book on 
paper making. 3d ed., partly rewritten with 
new matter. N. Y., Spon & Chamberlain, 
1908. c. ’07. 12 0 , cl., $5. 

Crozier, Alfred O. The magnet: a romance 
of the battles of modern giants;. il. by Wal¬ 
lace Morgan. N. Y., Funk & Wagnalls Co., 
1908. c. 9-497 p. D. cl., t$i-50. 

Although written in the form of fiction “The mag¬ 
net” amplifies the author’s views on current financial 
topics, with much philosophical humor. Some of its 
subjects are: Central government bank plot; Elastic 
currency—private schemes in Congress; An exposure 
of the dangerous methods of Wall St.; The cause of 
runs on banks; Corporations in politics—new view 
of tariff; Political conspiracy—to seize control of 
the government. Mr. Crozier is a prominent lawyer 


and active in civil, charitable and philanthropic 
matters. 

Curriculum (The) of the elementary school; 
reprinted from Teachers’ College Record. 
v. 7, nos. 1 and 4; v. 8, nos. 1, 3 and 4. N. 

Y., Teachers’ College, Columbia University, 
1908. 11+526 p. il. O. cl., $2. 

A description of the work of a modern school 
by members of the staff of Teachers’ College and 
the Horace Mann School. The concrete, practical 
work of teaching each subject in each grade is made 
the subject of a special account. The book contains 
the entire series of articles on the Elementary 
school printed in vols. 7 and 8 of the Teachers' 
College Record. 

Davis, Theodore M., Maspero, Gaston, and 
Newberry, Percy E. The tomb of Iouiya 
and Touiyou; The finding of the tomb, by 
Theodore M. Davis; Notes on Iouiya and 
Touiyou, by Gaston Maspero; Description of 
the objects found in the tomb, by Percy E. 
Newberry; il. of the objects by Howard 
Carter. N. Y., Dutton, 1908. 30+48 p. pis. 
f°, cl., *$12.50 net. 

An account of the wonderful treasures unearthed 
from an Egyptian tomb, with forty-four plates in 
color and photogravure. 

De Morgan, W: Frend. Somehow good. N. 

Y., Henry Holt & Co., 1908. c. 9+565 P- ^ 
D. cl., t$ I - 75 - 

Gives a remarkable picture of a complete suspen¬ 
sion of memory. The hero accidentally drifts into 
the home of his wife and child after years of sepa¬ 
ration. Two love stories are interwoven into the 
original plot. The great interest lies in the conversa¬ 
tions, in which the author again displays his rare 
knowledge of human nature and his intiniate ac¬ 
quaintance with the widest field of good literature. 

The plot is complicated, but its execution is in the 
hards of very capable characters. The loss of iden¬ 
tity of the hero is founded on a real incident. He 
warders about a great deal and explains enter¬ 
tainingly. 

Dodd, Mrs. Anna Bowman. O11 the knees of 
the gods. N. Y., Dodd, Mead & Co., i()o8. 
c. 429 p. D. cl., t$i-50. 

A story of the golden age of Athens. The theme 
is the love of Alcibiades, a noble Athenian youth, for 
a beautiful slave girl and her love for him. But his 
parents intervene, arrange a marriage for him, and 
upon his refusal to accept the fate thus provided 
ship him off to the foreign wars. Here he is captured 
and enslaved. The slave girl now become wealthy 
and free, comes to the rescue, ransoms her lover and 
carries him back to Athens, where they are married. 
Author of “Cathedral days,” “In the palaces of the 
sultans,” etc. 

Ferry, Ervin Sidney, and Jones, Arthur Ta¬ 
ber. A manual of practical physics; for 
students of science and engineering. In 3 v. 
v. 1, Fundamental measurements and prop¬ 
erties of matter; heat. N. Y., Longmans, 
Green & Co., 1908. c. 11+273 p. diagrs., 
tabs., O. cl., $i.75- . „ , ■ 

The first author is professor of physics and the 
second assistant professor in Purdue University. The 
aim is to furnish the student of pure or applied 
science with a self-contained manual of the theory 
and manipulation of those measurements in physics 
which bear most directly upon his subsequent work 
in other departments of study and upon his future 
professional career. The book is designed to be 
commenced during the second college year. 

Financial (The) diary, 1908: a diary of past 
financial events from the beginning of finan¬ 
cial history in the United States to the pres¬ 
ent time; a diary of future financial events 
for the year 1908. N. Y., Financial Calen¬ 
dar Co., [1908.] c. ’07. 464 P. tabs., D. 

leath., $3.50. 

The first edition was published in 1907. It is 
the first work of its kind ever offered to the public. 
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It is designed to be a book of reference for bankers, 
brokers, investors, students of financial history, and 
all who are interested in the affairs of the financial 
world, containing as it does a record of all important 
•events that have occurred in the financial history 
of the United States since 1791. These events are 
given in diary form; that is, in connection with the 
diary proper, under each day. The 1908 diary has 
been enlarged by the introduction of new material 
of great value and corrections inserted up to date. 

F-ogazzaro, Antonio. The politician; tr. by G. 
Mantellini. Bost., Luce & Co. : 1908. c. 
473 P- D. cl., $1.50. 

The story of an Italian family of means, having 
its scene largely in Rome; the time being 1882; there 
is a background of the Italian politics of the period. 
There is a young daughter unhappily married to a 
man who is a gambler, and who makes use of state 
funds entrusted to his care. Her cousin, Daniele 
Cortis, is the politician. He is a senator and a 
conservative who aims to steer clear between the 
extremes of all parties. The cousins love each other, 
but after a long struggle conquer their passion and 
agree to do their duty as they see it. 

Fyfe, C: A. Steamship coefficients, speeds 
and powers; for shipbuilders, engineers, 
naval architects and draftsmen. N. Y., Spoil 
& Chamberlain, 1908. c. ’07. 280 p. pis. 8°, 
leath., $4. 

Gerhard, W: Paul. Modern baths and bath 
houses. N. Y., John Wiley & Sons, 1908. 
16+311 p. figs. 8°, cl., *$3 net. 

Godfrey, Elizabeth, [pseud, for Jessie Bed¬ 
ford.] English children in the olden time. 
N. Y., Dutton, 1908. 17+336 p. il. 8°, cl., 

*$3 net. 

In this work the author goes back to the earliest 
records attainable in which there occurs any refer¬ 
ence to children. This brings her to the thirteenth 
century, and from that period to modern times she 
gjves as nearly as possible a continuous story of 
the children of England, how they were educated 
in each successive historical period,'what their play¬ 
things were, how they were brought up, giving little 
details as to their clothing, their food, and the part 
which they occupied in the domestic menage. Liber¬ 
ally furnished with illustrations from old paintings 
and prints. 

Goldingham, Arthur Hugh. The gas engine 
in principle and practice. N. Y., Spoil & 
Chamberlain, 1908. c. ’07. 195 p. il. 8°, cl., 
*$1.50 net. 

Gore. Bishop C: The New Theology and the 
old religion. N. Y., Dutton, 1908. 10+ 

311 p. 12 0 , cl., *$2 net. 

Grafton, Bp. C: Chapman. A Catholic atlas; 
or, digest of Catholic theology; compre¬ 
hending fundamentals of religion, summary 
of Catholic doctrine, means of grace, per¬ 
fection with its rules and counsels, worship 
and its laws. N. Y., Longmans, Green & 
Co., 1908. c. 11+242 p. Q. cl., **$2.50 net. 
The Bishop of Fond Du Lac is one of the most 
ritualistic bishops in the Protestant Episcopal church 
of America. He inscribes his work to Pearson, 
Hooker and Pusey, “three great theologians of the 
Ecclesia Anglicana.” A carefully arranged guide 
through the creed and beliefs of the “high church” 
ritual, by which the priests may properly instruct 
their people in the beliefs of the Anglican Church 
which the author believes is now “being roused to 
her great, providentially protected and designed mis¬ 
sion.” He believes “the systems developed by the 
human spirit of sects and papacy will be scorched 
up in the divine light and the church will finally be 
purified.” 

Grant, Percy Stickney, D.D. The search of 
Belisarius: a Byzantine legend. N. Y., 


Brentano’s, 1907, [1908.] c. 114 p. D. bds., 
**$1.50 net. 

Belisarius was the greatest general of the Byzan¬ 
tine Empire, born about 500. After winning many 
campaigns for Justinian, his emperor, he is falsely 
accused of treason, his wife, who wishes to be rid 
of him, giving the testimony upon which he is dis¬ 
graced and his sight taken from him. His only 
son is spirited away, and it his search for the boy— 
blind and penniless—through the world that is the 
subject of the poem. Author is rector of Church 
of the Ascension, New York City. 

Halden, G. M. Setting out of tube railways. 
N. Y., Spon & Chamberlain, 1908. c. ’07. 
71 p. il. 4 0 , cl., *$4 net. 

Hanna, Hugh Sisson. A financial history of 
Maryland, (1789-1848.) Baltimore, Md., 
Johns Hopkins Press, 1907, [190S.] 5-131+ 
12 p. O. (Johns Hopkins LTniversity studies 
in historical and' political science.) pap., 
75 c. 

There is a definite line of continuity in the finan¬ 
cial history of Maryland after 1776. The present 
monograph takes up the subject at that point, and 
continues it as far as 1848. This latter date is 
somewhat arbitrarily chosen, but it corresponds 
roughly with an actual and important change in 
financial administration. 

Harper, S: N. The new electoral law for the 
Russian Duma. Chic., University of Chi¬ 
cago Press, 1908. c. 56 p. D. (University 
of Chicago studies in political science.) 
pap., *25 c. net. 

Gives the full text of the most important article 
of the new electoral law for the Russian Duma of 
June 16, 1907. The less important articles are 

summarized; comparisons are made with the former 
law, and explanations are given in brief notes after 
each article; where there is no note the article is 
the same as in the former law. 

Harper, Walter B: The utilization of wood 
waste by distillation: a general considera¬ 
tion of the industry of w.ood distilling, in¬ 
cluding a description of the apparatus used 
and the principles involved, also method's 
of chemical control and disposal of the pro¬ 
ducts ; il. by 74 engravings. St. Louis, Mo., 
[St. Louis Lumberman, 1908.] c. ’07. 19- 

156 p. 4°, cl., $3. 

Bibliography (1 p.). 

Hart, Albert Bushnell, ed. The American na¬ 
tion : a history from original sources by as¬ 
sociated' scholars. In 27 v. v. 27, Analytic 
index covering every important event, noted 
person and historical fact mentioned in the 
preceding twenty-six volumes and fully 
supplementing the separate indexes; comp, 
by D: Maydole Matteson. N. Y., Harper, 
1908. c. 8°, cl., **$2 net. 

Hartley, Percy J. My lady of Cleeve; il. by 
Harrison Fisher and Herman Pfeifer. N. 
Y., Dodd, Mead* & Co., 1908. c. 6-4-308 p. 
D. cl., f$i.5o. 

The time is in the first years of William m/s reign, 
when England is fearing an uprising of the followers 
of the Pretender James 11., the Catholic Prince. 
France is threatening to send an invading army to 
England, when Captain Cassilis is ordered to Devon¬ 
shire to Castle Cleeve to arrest a man thought to be 
an emissary of the French king. Cassilis is a soldier 
of fortune, recklessly brave and imperious. My 
Lady of Cleeve is proud and beautiful and alone 
in the castle with only her servants. The young couple, 
of course, fall in love, and a stormy courtship is the 
result. Many romantic adventures are interwoven 
in the story. 

Hildebrandt. A. Airships past and present; 
tr. by W. H. Story. N. Y., D. Van No- 
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strand Co., 1907, [1908.] 364 p. il. 8°, cl., 

*$3 net. 

Holley, Clifford Dyer, and Ladd, Edwin Fre¬ 
mont. Analysis of mixed paints, color pig¬ 
ments, and varnishes. N. Y., John Wiley 
& Sons, 1907, [1908.] c. n+235 P* il- 12°, 
cl., $2.50. 

Horace, [Quintus Horatius Flaccus.] Horace, 
the greatest of lyric poets: an account of his 
life, a translation in prose or verse of the 
best of all his writings; an explanation of 
his metres, an estimate of his qualities and 
perennial influence. Des Moines, la., Rev. 
William Greenwood, 1907, [1908.] c. 4+ 
128 p. por. 8°, cl., $1. 

Hoskins, Leander Miller. Theoretical me¬ 
chanics : an elementary text-book. 3d ed. 
Stanford University, Cal., [The Bookstore,] 

1907, [1908.] c. ’00, ’03. 11+456 p. figs. O. 
cl-> $ 3 * 

Houston, Edwin Ja. The boy geologist at 
school and in camp; with il. by Herbert 
Pujlinger. Phil., Henry Altemus Co., 
[1908.] c. ’07. 5-320 p. D. cl., +$i. 

By the author of “The young prospector” and 
“Elements of physical geography,” etc. Prof. Hous¬ 
ton is emeritus professor of physical geography 
and natural nhilosophy in the Central High School 
of Phila. The scene of the story is laid in a 
large boarding-school near Philadelphia, the enter¬ 
taining plot revolving about a number of healthy 
lads of that school, one of whom is especially inter¬ 
ested in geology and another in chemistry. A 
bright teacher makes the hours in class unusually at¬ 
tractive. 

Huey, Edmund Burke. The psychology and 
pedagogy of reading; with a review of the 
history of reading and writing, and of meth¬ 
ods, texts, and hygiene in reading. N. Y., 
Macmillan, 1908. c. 16+469 p. il. 12 0 , cl., 
*$1.40 net. 

Jacob, Violet, [Mrs. Arthur Jacob.] The his¬ 
tory of Aythan Waring. N. Y., Dutton, 

1908. c. 7+379 P- D. cl., **$1.25 net. 

A studj r of character, remarkable for variety. The 
hero, Aythan Waring, is a tine moral typ*e, with 
strong natural characteristics. His love for a charm¬ 
ing girl is the story. They undergo a severe trial, 
out of which they come triumphantly. 

y Johnson, H: Life and voyages of Joseph 
k / Wiggins, F.R.G.S., modern discoverer of 

\/ the Kara Sea route to Siberia; based on his 

journals and letters. N. Y., Dutton, 1908. 
24+396 p. il. 8°, cl., *$5 net. 

By the author of “The exploits of Myles Stand- 
ish,” etc. Capt. Wiggins was the modern discoverer 
of the Kara Sea route to Siberia, and died only four 
years ago. His career is judged worthy to give him 
rank among other great navigators, since the way 
which he has opened to Siberia, accomplished after 
many hazardous experiences, is destined to be of 
great value to the commercial development of that 
•country. 

y Keane, A: H: The world's peoples: a pop¬ 
ular account of their bodily and mental 
characters, beliefs, traditions, political and 
social institutions; with 270 il. reproduced 
from original photographs. N. Y., Putnam, 
1908. 12+434 p. O. cl., *$2 net. 

To the sub-title, which expresses somewhat fully 
the main scope of this work, little need be added. 
The author’s aim has been to present as clear and 
comprehensive a picture of the world’s peoples, in 
the form in which they exist to-day, as could be 
unfolded within the limits of a moderate sized 
volume. As within these narrow limits room had 


further to be made for an exceptionally large number 
of illustrations, Dr. Keane found that his text 
needed the utmost condensation consistent with 
clearness and adequate treatment. 

Kempthome, W. Oke. The principles of rail¬ 
way stores management. N. Y., Spon & 
Chamberlain, 1908. c. ’07. 276 p. 8°, cl., 

*$4 net. 

Kent, Ernest Beckwith. The constructive in¬ 
terests of children. N. Y., Teachers’ Col¬ 
lege, Columbia University, 1907, [1908.] 
78 p. O. pap., 50 c. 

The author’s aim, as given in the preface, is to 
secure “additional data upon the question of what 
problems (in manual training) are the most likely to 
prove absorbing to children in the latter half of the 
elementary school period.” 

Kubinyi, Victor von. The king of Rome: a 
biography. N. Y., Knickerbocker Press, 
1907, [1908.] 3-14+116 p. pis. pors. 8°. 

(For private circulation.) 

List of historical works used in writing this book 
(2 p.). 

Lea, H : C: The Inquisition in the Spanish 
dependencies: Sicily, Naples, Sardinia, Mi¬ 
lan, the Canaries, Mexico, Peru, New Gran¬ 
ada. N. Y., Macmillan, 1908. c. 16+564 p. 
O. cl., **$2.50 net. 

“The scope of my ‘History of the Spanish In¬ 
quisition’ precluded a detailed investigation into the 
caieers of individual tribunals. Such an investiga¬ 
tion, however, is not without interest, especially 
with respect to the outlying ones, which were 
subjected to varying influences and reacted in 
varying ways on the peoples among whom they 
were established. Moreover, in some cases, this 
affords us an inside view of inquisitorial life, ot 
the characters of those to whom were confided the 
awful irresponsible powers of the Holy Office and 
of the abuse of those powers by officials whom dis¬ 
tance removed from the immediate supervision of 
the central authority, suggesting a capacity for 
evil even greater than that manifested in the Penin¬ 
sula.”— Author’s Preface. 

Livy. [Works:] book 1 and selections from 
books 2-10; ed. by Walter Dennison. N. Y., 
Macmillan, 1908. 27+344 p. map, i6 3 , 

(Macmillan’s Latin classics; ed. by Ja. C. 
Egbert.) cl., *60 c. net. 

Lloyd, Alfred H: The will to doubt: an es¬ 
say in philosophy for the general thinker. 
N. Y., Macmillan, 1908. c. 10+285 p. 12 0 , 
cl., *$1.25 net. 

Lodge, Gonzalez. The vocabulary of high 
school Latin: being the vocabulary of: 
Caesar’s Gallic wars, books 1-5; Cicero 
against Catiline, on Pompey’s command, for 
the poet Archais; Vergil’s yEneid, books 
1-6; arranged alphabetically and in the or¬ 
der of occurrence. N. Y., Teachers’ Col¬ 
lege, Columbia University, 1907, [1908.] c. 
8+217 p. O. (Columbia University, Teach¬ 
ers’ College, contributions to education.) 
cl., $1.50. 

“The aim of the present book is to set forth 
the complete vocabulary of Caesar, De Bello Gallico, 
Books i-v; Cicero, the six orations usually read in 
schools, and Vergil’s TEneid, Books i-vi. Statistics 
are given of the number of times each word occurs. 
There is a list of 2000 words, so divided that 1000 
may be learned by the close of the Caesar year, 500 
during the Cicero year, and the remainder during 
the Vergil year.”— Preface. 

Macaulay, G. C. James Thomson. N. Y., 
Macmillan, 1908. c. 8+259 P- 12 0 , (Eng¬ 
lish men of letters ser.) cl., **75 c. net. 







8 o6 


The Publishers’ Weekly. 


[ No . 1880] Feb . 8, 1908 


McClymonds, J. W., and Jones, D. R. Essen¬ 
tials of arithmetic: oral and written. N. 
Y., American Book Co., [1908.] c. ’07. 3- 
324 p. D. cl., 60 c. 

The first author is city superintendent of schools, 
Oakland, California, and the second supervisor of 
the teaching of arithmetic, State Normal School, San 
Francisco, California. This text is designed for use 
in the grammar grades, following the completion of 
the elementary arithmetic of the same series. 

McKinney, Alexander Harris. The Sunday 
school graded: why? what? how? Phil., 
Presbyterian Board' of Publication, [1908.] 
c. '07. 5-45 p. S. pap., 10 c. 

Mencken, PI: L: The philosophy of Fried¬ 
rich Nietzsche. Bost., Luce & Co., 1908. c. 
13+325 P. por. O. cl., *$2 net. 

The author in his introduction says: “The aim 
of this book is to translate Nietzsche into terms 
familiar to everyone—to show the exact bearing of 
his philosophy upon matters which every man must 
consider every day . . . his conclusions are applied 
to the things which most interest the two great races 
whose tongue is English.” The work is divided into 
three parts, which consider Nietzsche as the man, 
the philosopher and the prophet, giving the events 
of his life, the growth of his philosophy, etc. There 
is a concluding chapter giving books and articles 
about Nietzsche. 

Mendelsohn, C: Jastrow. Studies in the word¬ 
play in Plautus: 1. The name-play; 11. The 
use of single words in a double meaning. 
Phil., John C. Winston Co., 1908. c. ’o7. 
155 P- 8°, (Publications of the Univ. of Pa., 
Series in philology and literature.) bds., 
$1.25. 

The first of these chapters was presented in 1904 
as the author’s thesis (Ph.D.) Univ. of Pa. The 
material for the second was prepared by the author 
while Harrison fellow for research in the same 
university in 1904-1905. 

Mitchell, J: Ames. The Villa Claudia. 3d 
ed. N. Y., Life Publishing Co., 1908. c. 
'04. 306 p. il. 12 0 , bds., 50 c. 


Neihardt, J: Gneisenau. A bundle of myrrh : 
[poems.] N. Y., Outing Pub. Co., 1907, 
[1908.] c. 14+61 p. D. bds., *$1 net. 

A lyric sequence covering the natural passions 
of man. 

Old buildings of New York City; with some 
notes regarding their origin and occupants 
N. Y., Brentano’s, 1907, [1908.] c. 5-179 p 
pis. O. cl., **$2 net. 

An interesting picture is given, through the illus¬ 
trations and text, of New York City fifty years ago. 
Many of the homes of old New Yorkers photographed 
are still standing, many have been torn down. 
The work in its entirety affords a charming souve¬ 
nir of the old city, before its numerous beautiful 
streets were transformed by business. 

Oldmeadow, Ernest. Virginie. N. Y., Mc¬ 
Clure Co., 1908. c. 3-394 p. front. D. cl., 
f$i. 50 . 

Lionel Barrison, a young archaeologist, is pur- 
suaded by a mysterious Italian named Canute to 
purchase what he is led to believe is a beautiful 
wax statue. lie finds, however, that lie has really 
acquired a lovely live young lady, carefully packed 
in ice and with a silver trumpet in her hand. He suc¬ 
ceeds in resuscitating his property, and from here 
begins a most remarkable series of adventures. The 
girl can talk, but has entirely lost her memory and 
even forgotten her name. Of course Barrison falls in 
love with her, and fearing the Italian will return for 
her attempts to escape with her to London. The 
many thrilling things that happen to all the charac¬ 
ters before the girPs story is fully told are beyond 
our space. By the author of “Susan.” 

Orchard, Harry, [alias for Albert E. Hors¬ 
ley.] The confessions and autobiography of 


Harry Orchard; il. with photographs. N. 
Y., McClure Co., 1907, [1908.] c. 14+ 
255 P- pors. pis. D. cl., **$1 net. 

A confession of the crimes Harry Orchard, whose 
real name is Albert E. Horsley, claims to have 
committed with the sanction and at the request of 
the head officers of the Western Federation of 
Miners. Includes an account of the Cripple Creek 
strike of 1903 and ’04, the assassination of Mr. 
Steunenberg, ex-governor of Idaho, etc. It was for 
the latter crime Haywood, President of the Western 
Federation of Miners, was recently tried and ac¬ 
quitted. Orchard on the witness stand swore to all 
the facts incriminating him (Haywood) in his con¬ 
fession. “A personal note of introduction,” by 
Edwin S. Hinks, Dean of St. Michael’s Episcopal 
Cathedral, Boise, Tdaho, who met Orchard in prison,, 
precedes the confession. 

Perry, Frances M. An introductory course in 
exposition. N. Y., American Book Co.,. 
[1908.] c. 5-218 p. D. cl., $1. 

Author is instructor in English in Wellesley Col¬ 
lege. The purpose of this text-book is to provide 
a systematized course in the theory and practice of 
expository writing. The method used is direct 
exposition amply reinforced by examples and exer¬ 
cises. Suited to the need of students in the final 
year of secondary schools or the first years of 
college. Index. 

Phillpotts, Eden. The mother of the man. 
N. Y., Dodd, Mead & Co., 1908. c. ’07, ’08. 
8+455 P- front. D. cl., t$i.50. 

The author of “Children of the mist” again takes 
the beautiful Dartmoor country as a setting for his 
latest romance. It is not a story of intricate plot, 
but of character painting, of men and women in 
the humbler walks of life, of the yeoman class 
chiefly, whose loves and hatreds are set forth in 
realistic style, against # an artistic background of 
exquisite scenery. Passionate Ives Pomeroy and his 
wise, wonderful mother, are the leading figures. 
There are others just as natural, headstrong or schem¬ 
ing, big hearted or mean, just as their natures ancE 
heredity have made them. 

Poetscli, C. J., and Leid'el, E. F. Official 
quarter sectional atlas of city of Milwau¬ 
kee, according to the records of the Regis¬ 
ter of Deeds at the court house and at the 
office of the city engineer, ioi charts 27 x 24- 
inches. Milwaukee, Wis., C. N. Caspar, 
1908. c. k>7. on ledger pap., hf. rus., *$40* 
net; mounted on cl., *$60 net; 2 v., *$65 
net; on cl., *$75 net. 

Pratt, S: Wheeler, D.D. The deity of Jesus 
Christ according to the gospel of St. John. 
Phil., Sunday School Times Co., [1908.] 
c. ’07. 7-165 p. D. cl., *50 c. net. 

“This little book is an inductive study of the 
Gospel of John, to ascertain from an analysis and 
classification of its teachings what rank this Gospel 
gives to Jesus Christ. The answer found by this 
method is that Jesus Christ is Deity.”- -Introduction. 

Ramsay, W: Mitchell, D.D. The cities of St. 
Paul: their influence on his life and 
thought: the cities of eastern Asia Minor. 
N. Y., A. C. Armstrong & Son, 1908. 16+ 
3-452 p. il. pis. O. (Dale memorial lectures 
in Mansfield College, Oxford', 1907.) cl., *$3 
net. 

Author is professor of humanity in the Univer¬ 
sity of Aberdeen. Contents: Pt. 1, Paulinism in the 
Grseco-Roman world; pt. 2, Tarsus; pt. 3, Antioch; 
pt. 4, Iconium; pt. 5, Derbe; pt. 6, Lystra; pt. 7, 
Sr. Paul in the Roman world. Notes. Considerable 
parts of the book have appeared as articles, especially 
in the Contemporary Review and the Expositor. 

Ridgeway, W: The early age of Greece, v. 1. 
[N. Y., Putnam,] 1907, [1908.] 684 p. il. 8% 
cl., *$5 net. 

Robinson, J. B. Architectural composition : arr 
attempt to order and phrase ideas which: 
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hitherto have been only felt by the instruc¬ 
tive taste of designers. N. Y., D. Van 
Nostrand Co., 1907, [1908.] 232 p. il. 8°, 

cl., *$2.50 net. 

Rosenkrantz, Palle Adam Vilhelm, Baron. 
The magistrate’s own case. N. Y., Mc¬ 
Clure Co., 1908. c. 3-293 p. D. cl., t$i-5o. 

A story of crime and mystery; the scene is laid 
at Plomburg, one of Germany’s most fashionable 
watering places, in the height of the summer season. 
Suddenly with a thrill of horror and excitement 
the news spread that the young Lord Farrington, a 
popular English nobleman, has been found murdered 
in the Park. The investigation of the crime and the 
trial are given in detail. The circumstantial evidence 
involves the magistrate hearing the case, and he re¬ 
signs. Many facts are brought out in which a 
woman figures, and while they cast suspicion on 
several do not positively fix the crime on anyone. 

Rust, C: Herbert. A church on wheels: ten 
years on a chapel car. 2d ed'. Phil., Amer¬ 
ican Baptist Publication Society, 1908. por. 
12 0 , cl., 50 c. 

ISanborn, Kate. Old time wall papers: an ac¬ 
count of the pictorial papers of our grand¬ 
fathers’ walls, with a study of the historical 
-development of wall paper making and dec¬ 
oration. N. Y., Dutton, 1908. 116 p. il. 83 

pis. f°, bds., *$5 net. 

Sandys, J: Edwin. A history of classical 
scholarship, from the sixth century b.c. to 
the end of the Middle Ages. 2d' ed. [N. 
Y., Putnam,] 1907, [1908.] 702 p. il. 8°, cl., 
*$3.50 net. 

Scannell, T : Bartholomew, D.D. The priest’s 
studies. N. Y., Longmans, Green & Co., 
1908. 11+240 p. D. (Westminster lib.: a 

series of manuals for Catholic priests and 
students; ed. by Bernard Ward and Her¬ 
bert Thurston.) cl., *$1.20 net. 

Author is editor of the “Catholic dictionary.” 
Introduction points out that priests must keep up 
studies as men of a learned profession, and as men 
of culture and general knowledge. Recommends 
studies: Holy Scripture; the Fathers; Dogmatic the¬ 
ology; Moral theology and canon law; Ascetical the¬ 
ology; the Liturgy; Church history; Secular his¬ 
tory; Art; Science and Literature. Bibliography ot 
books for such studies (8 p.). 

JSchapper, H. . A laboratory guide for stu¬ 
dents in physical sciences. N. Y., John 
Wiley & Sons, 1908. c. 5+61 p. 12 0 , cl., $1. 

iScott, Ja. Foster. Heredity and morals as 
affected by the use and abuse of the sexual 
instinct; essentials to the welfare of the in¬ 
dividual and the future of the race. 2d ed., 
rev. and enl. N. Y., E. B. Treat & Co., 
1908. c. 8+473 P- ib 12 0 , cl., $2. 

Issued also under the title: The sexual instinct. 

Scott, E. F. The apologetic of the New Tes¬ 
tament. N. Y., Putnam, 1907, [1908.] 7+ 

258 p. D. (Crown theological lib.) cl., *$1.50 
net. 

By the author of “The fourth gospel, its purpose 
and theology.” Seven, lectures, reproduced with 
seme considerable additions, that were delivered in 
February of 1907, at Glasgow University, in ac¬ 
cordance with the terms of the Alexander Robert¬ 
son Trust. Contents: The apologetic element in 
the New Testament; Jesus as the Messiah; Chris¬ 
tianity and Judaism; Christianity and heathenism; 
Christianity and gnosticism; Christianity as the abso¬ 
lute religion; The permanent value of the New 
Testament defence. Index. 

•Seguin, E:, M.D. Idiocy; and its treatment 
by the physiological method. [N. Y., 


Teachers’ College, Columbia University, 

1907, 1908.] 202 p. O. (Columbia Univer¬ 

sity, Teachers’ College, education reprints.) 
cl., $2. 

First published in 1864. The Teachers’ College 
says: “In reprinting this volume our purpose is to 
make available for all students of the education, of 
mental defectives a book of very great historical 
importance.” Bibliography (2 p.). 

iShurts, J. Van der Veer. Kedar Kross: a 
tale of the north country. Bost., Richard 
G. Badger, 1907, [1908.] c. 5-430 p. D. 
cl., $1.50. 

Kedar Kross was the name of a beautiful old 
home, in the Adirondack country in the year 1837. 
The story relates to the stealing of the owner’s little 
son, and to the disappearance a few years after¬ 
wards of his wife, who is supposed to have wandered 
away while temporarily insane. The owner of Kedar 
Kross almost ruins himself seeking his son and 
wife—and it is not until twenty years of suspense 
and unhappiness have past that the three come to¬ 
gether again. 

.Simpson, W: J: Ritchie, M.D. A treatise 
on plagues. [N. Y., Putnam,] 1907, [1908.] 
466 p. 8°, cl., *$5 net. 

Sloan, Rev. Patrick J. The Sunday-school 
teacher’s guide to success. N. Y., Benziger 
Bros., 1908. c. 15+187 p. D. cl., *75 c. net. 

Sets forth, in brief and simple form, a practical, 
logical and comprehensive treatment of those princi¬ 
ples and methods which, from long experience, have 
been found to be most helpful to the teachers in 
Catholic Sunday-schools. List of books of interest 
to the Sunday-school teacher or catechist (5 p.). 

Speltz, Alexander. Styles of ornament; ex¬ 
hibited in designs and arranged' in historical 
order, with descriptive text: a handbook for 
architects, designers, painters, sculptors, 
wood carvers, chasers, modellers, cabinet 
makers and artistic locksmiths, as well as 
also for technical schools, libraries and pri¬ 
vate study; tr. from the German by D: 
O’Conor. N. Y., Bruno Hessling Co., Ltd'., 

1908. il. pis. 8°, cl., $6.70. 

Spring in London: a poem on the nature of 
things, by E. A. N. Y., Dutton, 1907, [1908.] 
2+53 p. 12 0 , 25 c. 

Stone, Rev. Darwell. The law of Christian 
marriage; especially in relation to the De¬ 
ceased wife’s sister’s marriage act; an ad¬ 
dress by the Rev. Darwell Stone. N. Y., 
Longmans, Green & Co., 1907, [1908.] 21 p. 
D. (Pusey Plouse occasional papers.) pap., 
10 c. 

Points out that the law of the Church of Eng¬ 
land is still opposed to marriage with a deceased 
wife’s sister, although the English Parliament has 
passed the act making such contract lawful in the 
state. The speaker is Pusey librarian, formerly 
principal of Dorchester Missionary College. 

Taylor, A. T. Modern British locomotives; 
containing 100 diagrams with dimensions. 
N. Y., Spon & Chamberlain, 1908. c. ’07. 
118 p. il. obi. 8°, cl., $2. 

Thomas, Northcote W. Kinship organiza¬ 
tions and group marriage in Australia. [N. 
Y., Putnam,] 1907, [1908.] 163 p. 8°, cl., 

*$2 net. 

Turley, C: The playmate; il. by H. R. Mil¬ 
lar. N. Y., Dutton, 1908. 12 0 , cl., $1.50. 

University of Wisconsin. Germanistische Ge- 
sellschaft. Deutsches liederbuch fur ameri- 
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kanische studenten; texte und melodieen 
nebst erklarenden und biographischen an- 
merkungen; hrsg. im auftrage der German - 
istischen Gesellschaft der Staats-Univer- 
sitat von Wisconsin. Bost., Heath, 1908. 
c. ’06. 6+157 p. 8°, cl., 75 c. 

Vanc&, L: Jos. The black bag; with il. by T: 
Fogarty. Indianapolis, Ind., Bobbs-Merrill 
Co., [1908.] c. 441 p. D. cl., f$i.5o. 

By the author of ’‘Tile brass bowl.” A young 
American artist in London, having heard from 
his lawyer that all his property in San Francisco has 
been lost through the earthquake, is returning home 
at once, when he is called upon by a stranger, who 
asks a service from him. This introduces “the 
black bag” full of jewels, and a beautiful young girl, 
with whom the American at once falls in love. A 
remarkable series of adventures result, in which 
the American is innocently involved, the interest be¬ 
ing ingeniously sustained to the last page. 

Vaughan, Carrie B. Out of the depths: 
[poems.] Bost., Richard G. Badger, 1908. 
c. '07. 74 p. D. bds., $1.25. 

Vignier, R. M. de. Model steam engine de¬ 
sign : a handbook for the designer of small 
steam engines. N. Y., Spon & Chamber- 
lain, 1908. c. ’07. 89 p. il. 8°, pap., 25 c. 

Waddell, J: Alexander Low, and Wait, J: 


Cassan. Specifications and contracts: a se¬ 
ries of lectures, including examples for prac¬ 
tice in specification and contract writing, to¬ 
gether with Notes on the law of contracts, 
by J: C. Wait. N. Y., Engineering News- 
Publishing Co., 1908. c. 4+169+5 p. 8°,. 
cl., *$1 net. 

Walker, T: Alfred. A manual of public in¬ 
ternational law. N. Y., Macmillan, 1908- 
18+244 p. 8°, cl., *$2.50 net. 

Wel'born, W. C. Elements of agriculture,, 
southern and western. N. Y., Macmillan,. 
1908. c. 16+329 p. il. 12 0 , cl., *75 c. net. 
Whitworth, Rev. W: Allen. The sanctuary 
of God, and other sermons. N. Y., Mac¬ 
millan, 1908. 8+230 p. 12 0 , cl., *$1.50 net. 

By the rector of All Saints, Margaret St., London^ 

Williphis, R. H. With the border ruffians 
memories of the Far West, 1852-1868; ed. 
\/y E. W. Williams. N. Y., Dutton, 1908. 
V18+478 p. pors. 8°, cl., *$4 net. 

Author was lieutenant and afterward captain in 
the Kansas Rangers. Most of his memoirs have to- 
do with the wild borderland of Mexico and Texas. 
After many dramatic experiences in Kansas and 
Texas Mr. Williams returned to his native England, 
and is now a comfortable and reminiscent justice 
of the peace. 


RECENT ENGLISH BOOHS. 

Armorial China. A Catalogue of Chinese Porce¬ 
lain with Coats of Arms in the possession of F. A. 
Crisp. A. L. Isaacs. 410, 42s. net. 

Bruce, E. M. Detection of the Common Food Adul¬ 
terations. Constable. Cr. Svo, 5s. net. 

Cohu, J. R. The Sermon on the Mount as Viewed 
from the Modern Standpoint. A Series of Ad¬ 
dresses. Skefhngton. Cr. Svo, 7^x4^, pp. 196, 
3s. 6d. net. 

Cortissoz, R. Augustus Saint-Gaudens. Ulus. Con¬ 
stable. Imp. 8vo, 31s. 6d. net. 

Dutt, R. C. A brief History of Ancient and Mod¬ 
ern India, according to the Syllabus prescribed by 
the Calcutta University. IC Paul. Sm. Svo, 
cloth, pp. 213, with index, map and illus. 2s. net. 

Firdausi. ShahNamah. Trans, by A. Rogers. 
Chapman & H. 4to, 15s. net. 

Flags of all Nations, Drawings of (Admiralty). 
Wyman. 25s. 

Garstang, J. The Burial Customs of Ancient Egypt, 
as illus. by Tombs of the Middle Kingdom. Being 
a report of Excavations made in the Necropolis 
of Beni Hassan during 1902-3-4. Illus. Con¬ 
stable. Imp. 8 vo, 10^4 X7J4, pp. 266, 31s. 6d. net. 

Horne, H. P. Sandro Botticelli, Fainter of Florence. 
Illus. Bell. Folio, bds., 210s. net. 

Karapetoff, V. Experimental Electrical Engineer¬ 
ing. Chapman & H. 8vo, 25s. net. 

McCormick, A. The Tinkler-Gypsies. Simpkin. Cr. 
8vo, 7J4 x 4 *S, PP. 592, 5 s * net. 

Mackenzie, N. F. Methods of Surveying. Used 
in the Compilation of Large Scale Plans of Small 
Areas. Illus. Bradbury. 8vo, 9 x 5#, pp. 154- 
5s. net. 

New, E. II. Twenty Drawings of Sir Christopher 
Wren’s Churches. E. Green. Ryl. i 6 mo, 754 x sJ 4 , 
5 S. 

Pease. Edward, the Father of English Railways: 
Diaries. Edit, by Sir Alfred E. Pease, Bart. 

Headley. Svo, 844 x 5 ) 4 , PP- 408, 7s. 6d. net. 

Richard’s Comprehensive Geography of the Chinese 
Empire, 1908. Trans, into English, rev. and enl. 
by M. Kennelly, S.J. Maps, plans, and statistical 
tables. Luzac. 8vo, pp. 700, 12s. 

Watney, C. Motor Tours Abroad in Winter and 
Spring. “Car Illustrated.” Cr. 8vo, 7 k^ x 4 ? 4 * 
pp. 112, 2s. 6d. net. 

Wood, L. Prehistoric Proverbs. A series of 12 

Water-colour Drawings. Collier. Folio, 15x11, 
bds., 1 os. 6d. net. 


RECENT FRENCH AND GERMAN BOOKS. 

french. 

Barriol, A. Theorie et pratique des operations 
financieres, av. nombr. tabl. et graphiqiies. O. 
Doin. 18 0 . $1.50. 

Marie, A. La Technique du livre, av., 25 pi. Henri- 
Poulin et Cie. 8°. $1.80. 

Masqueray, P. Euripide et ses idees. Hachette etr 
Cie. 8°. $3. 

Meillet, A. Introduction a l’etude comparative des. 
langues indo-europeennes. Hachette et Cie. 8°- 
$ 3 - 

Meliot, M. et A. La Monnaie. Le Change et 
l’arbitrage. Le credit. O. Doin. 18°. $1.50. 

Richard, Dr. L’Oceanographie. Vuibert et Nony~ 
8°. $3. 

GERMAN. 

Barth, Thdr. Amerikanische Eindriicke. Eine im¬ 
pressionist. Schilderg. anierikan. Zustande in 
Briefen. Berlin, G. Reiiner. 8°, cl., $1. 

Fokrer, Rob. Reallexikon der prahistorischen, klass- 
ischen u. friihchristlichen Altcrtiimer. Stuttgart,. 
W. Spemann. il. 8°, cl., $9.35. 

Fulda, Ludw. Der Drummkopf. Lustspiel. Stutt¬ 
gart’ J. G. Cotta Nachf. 8°, cl., $1.35. 

Geiger, Ludw. Das junge Deutschland. Sludien u.. 
Mitteilgn. Berlin, S. Schottlaender's schlcs. Ver- 
lagd-Anstalt. S°, cl., $2 . 

Goethe, der Junge. Goethes Gedichte in ihrer 
geschichtl. Entwicklg. Hrsg. u. erlautert v. Eug. 
Wolff. Oldenburg, Schulze. 8°, cl., $3. 

Minerva. Tahrbuch der gelehrtcn Welt. Begriindct 
v. Dr. K. Tnilmer. 17th year, 1907-1908. Strass- 
burg, K. J. Triibner. por. 8°, cl., $ 5 - 35 . 

Skal. Geo. v. Das amerikanische Volk. Berlin, 
Fleischel & Co. 8°, cl., $2.50. 

Si.aby, A. Glukliche Stunden. Entdcckungsfarhten: 
in den elektr. Ozean. Gemeinverstandliche Vor- 
trage. Berlin, L. Simion Nf. il. 8°, cl., $3.30. 

Vf.knoulli, Carl Albr. Franz Overbeck u. Friedrichj 
Nietzsche. Eine Freundschaft. Nach ungedr. 
Dokumenten u. im Zusammenhang in. der bisher. 
Fcrschg. dargestellt. In 2 vols. Vol. I. Jena,. 
E. Diederichs. por. 8 fl , cl., $3. 

Waetzoldt, Wilh. Die Kunst des Portrats. Leip¬ 
zig, F. Hirt & Sohn. il. 8°, cl., $4.85. 
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The editor does not hold himself responsible for 
the views expressed in contributed articles or com¬ 
munications. 

All matter for advertising pages should reach this 
effice not later than Wednesday noon, to insure in¬ 
sertion in the same week’s issue. 

Publishers are requested to furnish title page proofs 
and advance information of books forthcoming,' both 
for entry in the lists and for descriptive mention. An 
early copy of each book published should be forward¬ 
ed, as it is of the utmost importance that the entries 
of books be made as promptly and as perfectly as pos¬ 
sible. In many cases booksellers and librarians de¬ 
pend on the Publishers’ Weekly solely for their 
information. The Record of New Publications oi 
the Publishers’ Weekly is the material of the 
“American Catalog,” and so forms the basis of trade 
bibliography in the United States 


"I hold every man a debtor to his profes¬ 
sion, from the which, as men do of course 
seek to receive countenance and profit, so 
ought they of duty to endeavor themselves by 
zvay of amends to be a help and an ornament 
thereunto.” — Lord Bacon. 


RECENT COPYRIGHT DECISIONS. 

The United States Supreme Court decision 
on the question of extra-territorial copyright 
notice involved in the appeal of the United 
Dictionary Company against G. & C. Merriam 
Company, which was not unexpected by those 
versed in copyright law, settles finally a most 
important point. The fact that the case was 
argued on January 23 and 1 the opinion handed 
down February 3, shows that the judges 
made almost instant decision—an unusual 
course. Justice Holmes’s opinion points out 
clearly that it would be impracticable to main¬ 
tain copyright if the omission of the notice 
beyond the territory of the United States were 
to act as a waiver or forfeiture of copyright— 
and this is good sense as well as good law. 
The reprint of Merriam’s “Webster’s High- 
School Dictionary” under its English title 
of “Webster’s Brief International Diction¬ 
ary,” based on the importation of English 
copies which contained no notice of American 
copyright is therefore declared illegal. We 
believe that few, if any, of these have found 
their way into the trade as the case was made 
a test case for the decision of this important 
point preliminary to putting a general edition 
on the market. It is interesting to note that 
Mr. Ogilvie undertook to argue his side of 
the case in person, but was ruled out by Chief 


Justice Fuller on the ground that, though he 
might be the person in control of the United 1 
Dictionary Company, he was not technically 
the party appellant, and therefore that the 
case must be argued in the usual fashion by 
counsel. 

The nature and promptness of this de¬ 
cision leads to the expectation of a prompt 
decision in the “canned music” case in favor 
of the copyright proprietor representing the 
musical author; but while such a decision is 
probable it is by no means certain. The real 
question at issue there is whether the court 
should construe the copyright statute broadly 
or look to Congress to include specifically, as 
it did ultimately in the case of photographs, 
each new development of reproductive process 
That the copyright statute should be thus 
broadly construed is good sense, but it may 
not be good law. 

The appeal in the Webster Dictionary case 
to the Circuit Court of Appeals sitting in 
Boston, from the decision rendered by Judge 
Colt under the cross bills filed in equity by 
the Merriam and Ogilvie interests, has re¬ 
sulted in the confirmation of the judgment 
that the Merriam Company is not entitled to the' 
exclusive use of the word “Webster” in con¬ 
nection with dictionaries, the copyright in the 
original dictionaries having expired, but that 
Mr. Ogilvie has gone beyond the bounds of fair 
competition in setting forth his line of “Web¬ 
ster” dictionaries. The higher court finds not 
only that Mr. Ogilvie has gone beyond the 
bounds of equity in his circulars and adver¬ 
tisements, which are considered to confuse his 
editions with those of the Merriam Company, 
but that he has also made the title-page and 
backing of his dictionaries so nearly like those 
of the Merriam “Webster’s” as also to confuse 
the possible buyer. An appeal to the Supreme 
Court of the United States is still possible, 
but there is every probability that this de¬ 
cision, which is in line with previous prece¬ 
dent, will stand. It means that while any one 
may use the phrase “Webster’s Dictionaries” 
in reprinting earlier editions now out of copy¬ 
right, no one may make use of this phrase or 
imitate the get-up of the Merriam series so 
as to give the impression, whether purposed 
or not, that the competing editions are the 
Merriam editions or their equivalent. This 
last is regarded as unfair competition, which 
the courts in equity persistently frown upon, 
even without respect to copyright or trade¬ 
mark bearings. 

The two decisions are printed in full else¬ 
where. 
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EXTRA-TERRITORIAL COPYRIGHT 
NOTICE UNNECESSARY. 

The case of the United Dictionary Com¬ 
pany, appellant, vs. G. & C. Merriam Com¬ 
pany, appellee, to decide the question whether 
a publisher who publishes in the United States 
a copyrighted book containing due notice of 
copyright can be protected against infringe¬ 
ment if he publishes the same book in another 
country, omitting the notice of copyright in 
the United States if he uses in the other 
country the plates for which type was set in 
this country, was argued in the United States 
Supreme Court on January 23 and decision 
was handed down on February 3. The de¬ 
cision, written by Justice Holmes, is given in 
full below: 

This is a suit brought by the appellee to 
restrain the infringement of copyright in a 
book entitled “Webster’s High School Dic¬ 
tionary.” The appellee, a Massachusetts cor¬ 
poration, took out copyrights at the same time 
in England and here. It published and sold 
the book in this country with the statutory 
notice of copyright, and made a contract with 
English publishers, und'er which it furnished 
them with electrotype plates of the work, and 
they published it in England, omitting notice 
of the American copyright. The English 
work has a different title, “Webster’s Brief 
International Dictionary,” and has some other 
differences on the first three and last thirty- 
four pages, but otherwise is the same. The 
appellant, an Illinois corporation, sent for the 
English book with intent to reprint it, and 
was about to publish it when restrained. The 
English publishers agreed not to import any 
copies of their work into this country, and 
also to use all reasonable means to prevent an 
importation by others, so that the appellee 
cannot be said' to have assented to the appel¬ 
lant’s act. So far as appears, the only copies 
that have been brought over are the one 
above mentioned and another, purchased for 
use but not for sale, by the president and 
manager of the appellant. The question is 
whether the omission of notice of the Amer¬ 
ican copyright from the English publication, 
with the assent of the appellee, destroyed its 
rights, or, in other words, whether the re¬ 
quirement of the Act of June 18, 1874, c. 301, 

5 1, 18 Stat. 78, (Rev. St. § 4962,) that notice 
shall be inserted “in the several copies of 
every edition published” extends to publica¬ 
tions abroad'. The Circuit Court sustained 
the defendant’s contention and dismissed the 
bill. 140 Fed. Rep. 768. The Circuit Court 
of Appeals reversed this decision, 146 Fed. 
Rep. 354, 76 C. C. A. 470, and the case is 
brought to this court by appeal. 

Notwithstanding the elaborateness of the 
arguments addressed to 11s and the difference 
of opinion in the courts below, there is not a 
great deal to be said, and the answer seems 
to us plain. Of course, Congress could at¬ 
tach what conditions it saw fit to its grant, 
but it is unlikely that it would make require¬ 
ments of personal action beyond the sphere 
of its control. Especially is it unlikely that it 
would require a warning to the public against 
the infraction of a law beyond the jurisdic¬ 


tion where that law was in force. The rea¬ 
sons for doing so have not grown less, yet in 
the late statute giving copyright for foreign 
publications the notice is necessary only in 
“all copies of such books sold' or distributed 
in the United States.” Act of March 3, 1905, 
c. 1432, 33 Stat. 1000, amending Rev. St. 
§ 4952. So it is decided that the section pun¬ 
ishing a false notice, which naturally would 
be co-extensive with the requirement of no¬ 
tice, did not extend to false statements af¬ 
fixed abroad. McLoughlin v. Raphael Tuck 
Co., 191 U. S. 267. The same conclusion 
would follow from the form prescribed for 
the notice, which would be inapt in foreign 
lands. 

It is said that the Act of 1905 cannot effect 
the construction of the law under which the 
parties’ rights were fixed, and it cannot, be¬ 
yond illustrating a policy that has not changed. 
But the age of the condition affords another 
reason for confining it as the later condition 
is confined'. When it first was attached, in 
1802, there was little ground to anticipate the 
publication of American works abroad. As 
late as 1820 Sydney Smith, in the Edinburgh 
Review , made his famous exclamation, “In 
the four quarters of the globe, who reads an 
American book?” If, however, there was a 
publication abroad, importation without the 
consent of the owner was forbidden in gen¬ 
eral terms, a fact giving another reason for 
the narrower construction of § 4962. If that 
was the true construction once, it is the con¬ 
struction still. Again, when the present act was 
passed, there was no foreign copyright for an 
American author, and Congress knew and he 
knew, as he knows now, if he contends him¬ 
self with home protection, that his work 
might be reprinted without notice of any sort. 
Such reprints rather inconsistently are called 
piracies in argument. But whatever the moral 
aspects may be, the piracy is a legal right, and 
as such its exercise must be contemplated bv 
the author. It does not matter whether he 
does so with regret at the loss of money or 
with joy at the prospect of fame, and it is 
difficult to see any greater difference between 
giving consent to the foreign publication and 
intentionally creating the opportunity, the in¬ 
ducement and the right. But it hardly would 
be argued that because no copyright had been 
taken out in England and therefore the re¬ 
print there was lawful, an American copy¬ 
right could be defeated by importing the Eng¬ 
lish book and reprinting from that. Thomp¬ 
son v. Hubbard, 131 U. S. 123, 150. It would 
be even bolder to say that the American au¬ 
thor stood worse if in the days before he 
could get a copyright in England he had made 
an arrangement with English publishers to se¬ 
cure some payment from them. Yet that is 
the logic of the appellant’s case. 

If a publication without notice of an Amer¬ 
ican copyright did not affect the copyright be¬ 
fore the days when it was possible to get an 
English copyright also, it is not to be sup¬ 
posed that Congress, by arranging with Eng¬ 
land for that possibility gave a new meaning 
to the old 54962, increasing the burden of 
American authors, and attempted to intrude 
its requirements into any notice that might be 
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provided by the English law. The words of 
the section remain unchanged, notwithstand¬ 
ing the grant of a limited liberty of importa¬ 
tion, while other sections were amended where 
there was reason for a change. 

It may be that in most cases the importa¬ 
tion of a pirated English copy of an American 
book would be unlawful, whereas it is argued 
that the importation was lawful in the case at 
bar. The appellee makes a strong argument 
that the appellant’s importation was wrong. 
But it is hard to see how the right to copy a 
book, whether lawfully or unlawfully im¬ 
ported, can be affected by the mode in which 
it got here. The analogies of the law are the 
other way. A person is subject to the 
jurisdiction, even if he was brought there by 
wrong. Pettibone v. Nichols, 203 U. S. 192. 
A document is admissible in evidence, al¬ 
though it was improperly obtained. Common¬ 
wealth v. Tucker, 189 Mass. 457, 470. 3 Wig- 
more, Evidence, §2183. The argument for 
the appellant dwells somewhat fancifully on 
the possibilities of innocence being led astray. 
All those possibilities might exist if a pirated 
volume should be smuggled into the United 
States. Moreover the appellant argues, with 
the support of the opinion of an Attorney Gen¬ 
eral and a Solicitor General, that under 4956 
and its amendments two copies of an unau¬ 
thorized edition lawfully might be imported 
for use. 21 Op. Att. Gen. 159, 162. The 
statutes cannot be expected' to do more than 
to secure the author and the public so far as 
is reasonably practicable. The obvious plan 
is not to be distorted by the chance that in¬ 
genuity may find some way to slip through 
the law uncaught. 

As we are satisfied that the statute does 
not require notice of the American copyright 
on books published abroad and sold only for 
use there, we agree with the parties that it is 
unnecessary to discuss nice questions as to 
when a foreign reprint may or may not be im¬ 
ported into the United States under the pres¬ 
ent provisions of our law. Decree affirmed. 


THE NAM£ “WEBSTER’’ AND UNFAIR 
COMPETITION. 

The following is the opinion of the United 
States Circuit Court of Appeals for the First 
Circuit, rendered in Boston, Mass., on Jan¬ 
uary 30, in the case of G. & C. Merriam Com¬ 
pany, defendant (complainant in cross bill,) 
appellant, vs. George W. Ogilvie, complainant 
(defendant in cross bill,) appellee, in the ap¬ 
peal from the Circuit Court of the United 
States for the District of Massachusetts, be¬ 
fore Judges Putnam, Lowell and Aldrich, 
Judge Aldrich writing the opinion of the 
court: 

This case involves a bill and a cross bill, 
each party claiming injunction relief against 
the other. There was an injunction below 
against each party. The Merriam Company 
appeal upon the ground that it should not be 
restrained and also upon the ground' that the 
injunction against Ogilvie was not broad 
enough. Ogilvie did not appeal. 

Whatever relief either party gets under 


these proceedings is afforded upon the ground 
of unfair competition rather than upon any 
theory of infringement of copyright or pro¬ 
tected trade name. This case does not, in 
any sense, stand like a case involving a trade- 
name established in the course of business 
where, independent of statutory monopoly, the 
right to its exclusive and continuous use re¬ 
sults from its adoption, adaptation and use in 
trade and commerce. 

The name “Webster” having been copy¬ 
righted by the Merriams they were protected 
in its use under a statutory right during an ex¬ 
pressed term of years. The protection, there¬ 
fore, in that respect, came by virtue of the 
copyright rather than by virtue of its use in 
publication and trade. 

The statutory monopoly having expired un¬ 
der statutory limitation, the word “Webster” 
used in connection with a dictionary became 
public property and any relief granted upon 
the idea of title or proprietorship in the trade 
name of “Webster” would necessarily involve 
an unwarrantable continuance of the statutory 
monopoly secured by the copyright. 

The authorities and the discussion of this 
phase of the case by the learned judge in the 
Circuit Court ( Ogilvie v. Merriam Co., 149 
Fed. Rep. 858, where the facts sufficiently ap¬ 
pear) satisfy us in respect to the soundness 
of the proposition that upon the expiration of 
the copyright the name “Webster” passed into 
the field of public right. 

We perceive no difference in principle be¬ 
tween patent rights and copyrights in this re¬ 
spect, and, as observed by Mr. Justice White 
in Singer Manufacturing Company v. June 
Manufacturing Company (163 U. S. 169), 
“where, during the life of a monopoly created 
by a patent, a name, whether it be arbitrary 
or be that of the inventor, has become, by his 
consent, either express or tacit, the identify¬ 
ing and generic name of the thing patented, 
this name passes to the public with the cessa¬ 
tion of the monopoly which the patent cre¬ 
ated.” The Singer case declares a general 
and undoubted principle which is quite de¬ 
cisive of the case under consideration so far 
as the name “Webster” is concerned, and 
though the name “Webster” as applied to the 
Merriam Company’s dictionary had acquired 
a secondary meaning, indicating a particular 
book published and sold by them, it became 
public property when the copyright expired. 

The right to use a copyrighted name, how¬ 
ever, upon the expiration of the copyright, 
goes out to the public subject to a certain and 
well understood limitation or condition, name¬ 
ly, that the public right to use shall be so ex¬ 
ercised as not to deceive members of the 
public and lead them into the belief that they 
are buying the particular or identical thing 
which was produced under the copyright. 
That the right of public user of the name 
“Webster” was subject to such a condition 
was fully recognized' by the learned judge 
who decided this case in the Circuit Court, 
and indeed the principle was forcibly stated 
by Mr. Justice White in the Singer case. 

We think the conclusion reached by the 
Circuit Court, that the Merriam Company 
should be enjoined from sending out circulars 
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to the effect that it has the exclusive right to 
use the name '‘Webster” in connection with 
dictionaries, was justified' by the evidence and 
the authorities, and we are content to leave 
that branch of the case upon the reasoning 
contained in the opinion of the learned judge 
of the Circuit Court. 

That court also points out, and we think the 
situation justifies it, that the Ogilvie circulars 
and advertisements are misleading and de¬ 
ceptive, and show an intention on the part of 
Ogilvie to trespass upon the reputation of the 
Merriam Company and' to deceive purchasers 
into buying his dictionary for one of the se¬ 
ries of Webster’s dictionaries published by 
the Merriam Company, and it was held that 
Ogilvie should be enjoined from sending out 
circulars and advertisements in their present 
form. We agree that this should be so upon 
equitable principles because it presents a sit¬ 
uation in which a member of the public seeks 
to appropriate more than fairly and equitably 
belongs to him. 

It is also our conclusion that the same pur¬ 
pose and’ the same reasoning hold good with 
respect to the title page of the Ogilvie publi¬ 
cation. 

It seems pretty evident from consideration 
of all the circumstances surrounding these 
publications, including the correspondence, the 
circulars, the advertisements and the character 
of the litigation, that the purpose of Ogilvie 
was to put out such a publication and such 
circulars and advertisements as would lead' 
the public into the supposition that they were 
buying the Webster Dictionary as improved 
and added to by the Merriam Publishing 
Company, and we think that the reasoning of 
the Circuit Court with respect to the circulars 
and advertisements applies with equal force 
to the title page of the Ogilvie publication. 

We also think, in view of the ingenious ar¬ 
rangement of the prominent features of the 
Ogilvie title page, that its weight in the public 
eye is not fully and unmistakably overcome 
by printing the name “George W. Ogilvie” 
upon the back of the cover, or by printing the 
word's “George W. Ogilvie, Publisher,” as a 
part of the title page. 

The reasoning of the Singer case, which we 
think applies here, is that the name must be 
accompanied by such indications as will un¬ 
mistakably inform the public that the thing is 
something put out by the particular party who 
appropriates it and exercises the public right. 

If the title page of the Ogilvie dictionaries 
had contained, for instance, the words “Web¬ 
ster’s Dictionary, published by George W. 
Ogilvie,” with other expressions correctly in¬ 
dicating the identity of the publication, the 
Merriam Company would have no just cause 
for complaint. But such is not this case. 

Noah Porter did important work, under the 
auspices, and in connection with the enter¬ 
prise of the Merriam Company, and his work 
is prominently referred to in their title pages, 
which, in in abridged form, call attention to 
the subject-matter of their improved publica¬ 
tions. Beyond question the conspicuous feat¬ 
ure of the Ogilvie title page, “Being the au¬ 
thentic unabridged' dictionary by Noah Web¬ 
ster, LL.D., with an exhaustive appendix, in¬ 


cluding Scripture proper names and pronounc¬ 
ing vocabulary of Greek and Latin proper 
names prepared under the direction of Noah 
Porter, D.D., LL.D.,” refers to the subject- 
matter of the Merriam title page, and to 
something which was substantial and' supple¬ 
mental to the Merriam Dictionary, and some¬ 
thing done, not by Ogilvie, but by the Mer¬ 
riam Company in the development and im¬ 
provement of their publication. 

The manifest tendency of such a prominent 
feature of the Ogilvie title page would be to 
lead purchasers into the idea that they were 
buying Webster’s Dictionary improved by the 
work of Noah Porter, which would, of course, 
mean the Merriam publication. Moreover, the 
word “authentic” used in the setting devised by 
the plaintiff was strongly calculated to lead the 
public mind in the direction of the Merriam 
publication. This, we think, indicates that 
the design and purpose which prompted the 
Ogilvie circulars and advertisements were 
present in the formation of the conspicuous 
features of the title page of the Ogilvie dic¬ 
tionary. The same considerations apply to the 
words and 1 phrases on the backs of some of the 
Ogilvie publications, as, for instance, “The 
latest complete authentic Webster’s Diction¬ 
ary.” The word “authentic” was plainly bor¬ 
rowed from the backs of the Merriam publi¬ 
cations and, though the setting was somewhat 
different because they used “Imperial” and 
“Universal” rather than “International,” the 
impression still remains that their purpose 
was a play upon the words and phrases of 
the Merriam publications. 

It is quite true that Ogilvie proceeded with 
his purpose under a claim of right, but, not¬ 
withstanding this, his title page, and his im¬ 
prints upon the backs of his dictionaries as 
well as his circulars and advertisements, in¬ 
volve legal and equitable wrong, because, in 
spirit and in fact, they ignore the obligation 
of full compliance with the condition which 
law and equity impose upon the copyrighted 
name when set at large, and, although the 
name “George W. Ogilvie” was used, it was 
not in fact intended that it should in all cases 
overcome the prominent features of the title 
p^ge and the imprints upon the backs and un¬ 
mistakably lead the ordinary purchaser to a 
correct conclusion as to the identity and true 
character of the publication. 

Under the history and the circumstances 
of the Ogilvie publication, including the fact 
that a dictionary was at one time put out 
with the name of Ogilvie as agent for the 
publisher, we think it reasonable to conclude 
that the title page and the imprints upon the 
backs, although containing the name of Ogil¬ 
vie, were ingeniously planned with the idea 
of not giving a clear and definite designation 
of identity but of leading those who casually 
examine into the supposition that they are 
getting the Webster Dictionary of which they 
have heard and read in years gone by. 

It seems to us that Ogilvie was not con¬ 
tent with using the word “Webster,” which 
was at large as a word entitled to be used in 
connection with a dictionary, but purposely 
used words of description calculated to lead 
the ordinary purchaser to suppose that he was 
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getting the publication which had been built 
up by the Merriams. This we think was an 
■appropriation of something which he was not 
entitled to appropriate and under the circum¬ 
stances amounts to unfair competition. 

The presence of an inequitable purpose is 
necessarily an element of great weight in the 
determination of a question of fairness in 
trade. And' where another avails himself of 
the principle of public dedication, he must in 
good faith fully identify his production and 
clearly disassociate his work from the work 
of the one who has given significance to the 
name and sufficiently direct the mind of the 
trading public to the fact that, though the 
thing is of the same name, that it is some¬ 
thing produced and put upon the market by 
himself. 

Use of a manufacturer’s or producer’s true 
name alone would not always suffice as an 
unmistakable designation and especially where 
artifice and bad faith are present. Suppose, 
for instance, that another Gillette of precisely 
the same name as the one who has so ex¬ 
tensively advertised his “Gillette Safety 
Razor” should, for the purpose of reaping the 
fruits of the original Gillette’s advertising 
and reputation, put upon the market a dif¬ 
ferent razor under descriptions and phrases 
calculated to lead the ordinary purchaser to 
suppose that he was buying the original Gil¬ 
lette razor, his competition would not be made 
fair by simply appending his own true name 
which is identical with the name of the Gil¬ 
lette who built up the reputation. This prin¬ 
ciple is recognized in International Silver Co. 
v. Rogers Co. (no Fed. Rep. 955), and, 
though it only applies to an extreme situa¬ 
tion, it illustrates the idea that the designa¬ 
tion must be efficient and ample under the 
particular circumstances of a given situation. 

While appending Ogilvie’s name was doubt¬ 
less intended as a technical compliance with 
the condition upon the public right to use the 
name “Webster,” it was not intended' that it 
should operate to wholly overcome the influ¬ 
ence produced upon the public mind by the 
phrases descriptive of the Merriam publica¬ 
tion. It is quite apparent that the intended 
effect of the whole was something contrary 
to that idea. 

The decree of the Circuit Court with re¬ 
spect to the injunction against the Merriam 
^ Company is affirmed. 

The decree of the Circuit Court for an in¬ 
junction against Ogilvie in respect to circu¬ 
lars and advertisements is affirmed and the 
case is remanded to that court with directions 
that the injunction against George W. Ogilvie, 
his agents, attorneys and servants, be so en¬ 
larged as to include the title pages and the 
backs of the dictionaries in the present form 
or in any form calculated to deceive mem¬ 
bers of the public into purchasing his diction¬ 
ary under the belief that it is a Merriam 
Webster’s Dictionary, and' for further pro¬ 
ceedings not inconsistent with this opinion. 
All questions of accounting, including the 
question whether or not the Merriam Com¬ 
pany is entitled to an accounting, are open to 
the Circuit Court. Neither party recovers 
costs in this court. 


PRIZES FOR WINDOW DISPLAYS OF 
AMERICAN STANDARD BIBLES. 

To encourage thought and originality in 
the preparation of displays of their American 
Standard Bibles, and to demonstrate the value 
of American Standard Bible exhibits in show 
windows as an advertising medium, Thomas 
Nelson & Sons will offer ten prizes for the 
best ten window displays made by booksellers 
and their clerks for the Easter season of 1908. 

The displays are to be made in the book¬ 
seller’s own window by himself or his clerks 
at any time between March 15 and' April 15. 
There is no limit as to the number of dis¬ 
plays each bookseller may make. 

The articles displayed are to be American 
Standard Bibles and Testaments, with appro¬ 
priate signs and literature. 

Photographs, (at the competitor’s expense,) 
to be at least 8 x 10 inches in size, are to be 
sent to Thomas Nelson & Sons not later than 
one week after Easter Sunday, and marked 
“For Competition.” Photographs showing 
different view's may be sent if the competitor 
thinks it desirable. With the photograph a 
description and explanation of the exhibit 
may be sent. 

In judging the merits of the display, the 
judges will consider practicability, appro¬ 
priateness, neatness, artistic effect, business- 
bringing qualities, originality, ingenuity, cost, 
etc. Mechanical, moving displays will receive 
especial attention. 

The prizes will be awarded (as soon after 
Easter Sunday as possible) by a committee of 
expert and disinterested judges. 

Notice of intention to enter competition 
must be made by March 1. The publishers 
will send, at their expense, show cards, book¬ 
lets and literature bearing on the American 
Standard Bible. 

The first prize will be $50; the second prize, 
$25; the third prize, $15, and seven prizes of 
$5 each. 


AUSTRALIA ABOLISHES DUTY ON 
ADVERTISEMENTS IN MAGAZINES. 

According to the Bookseller and Stationer 
and Canadian Newsdealer, Australia has abol¬ 
ished the duty on such periodicals as contain 
advertisements exceeding in number of pages 
one-fifth of the reading matter contained 
within the outside covers of each number. 

For the first fortnight after its introduction 
this tariff item worked out disastrously to 
many magazines. On October 17 last, how¬ 
ever, pending the legalization of the clause, a 
temporary arrangement was made w’hereby 
the importers could tear out at the Customs 
Offices any advertisements in excess of the 
one-fifth allowed. In the case of many of 
their magazines, particularly the American 
ones, which contained an enormous quantity 
of advertising matter, this represented' a se¬ 
rious mutilation of the publications affected 
and, naturally enough, the advertisers began 
to complain. As a consequence the British 
publishers were placed in the position of be¬ 
ing able to accept only a limited number of 
advertisements. 
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THE J. K. GILL COMPANY’S FORTIETH 
ANNIVERSARY. 

The J. K. Gill Company, of Portland, 
Oregon, this year enters upon its fortieth— 
really its forty-second'—year in the book and 
stationery business. It was originally estab¬ 
lished in 1866 in Salem, Oregon, by J. K. Gill. 
In 1870, the business by that time having 
grown to such proportions as to stand among 
the first in its line in the State, Mr. Gill de¬ 
cided upon removing to Portland, which prom- 


enlargement of the premises of J. K. Gill & 
Co., and their wholesale department was re¬ 
moved to one of the stores now occupied by 
Fleischner, Mayer & Co., near the Skidmore 
fountain, the retail department remaining at 
the old location under the name of W. B. 
Ayer & Co. 

In 1888 a building was erected for the occu¬ 
pancy of J. K. Gill & Co., at the northwest 
corner of First and Oak Streets, when they 
reunited the wholesale and retail departments. 

I11 1893 the business was incorporated under 



J. K. GILL company’s STORE AT THIRD AND ALDER STREETS, PORTLAND, OREGON. 


ised soon to become the commercial metrop¬ 
olis of Oregon. He formed a partnership with 
George A. Steel under the name of Gill & 
Steel, and bought out the business of Harris 
& Holman, continuing in the store of that 
firm at Front and Washington Streets. 

At that time Portland had' less than 10,000 
inhabitants, exclusive of Chinese. By 1875 
the city had nearly doubled its population and 
the retail district began to move west. After 
much deliberation, and still in fear that the 
new location was too far from the business 
centre, it was removed to a store on First 
Street, next to Ladd & Tilton’s bank. Mr. 
Steel retired from the firm, and the business 
continued under the name of J. K. Gill & Co. 

In 1883 the tremendous increase of business 
consequent upon the completion of the North¬ 
ern Pacific Railroad compelled a still greater 


the name of The J. K. Gill Co., the stock¬ 
holders being J. K. Gill, John Gill, M. W. 
Gill and W. A. Montgomery. At this time,, 
in order to be in closer touch with the retail 
business of the city, they removed to the 
Masonic Temple, at Third and Alder Streets,, 
occupying the basement, first and second 
stories. 

The cornerstone of a new Masonic Temple 
has been laid, and in a short time their fel¬ 
low-tenants, the Masonic lodges, will remove 
and leave the whole building to the J. K. Gill 
Company. With certain important changes 
which are planned, they hope to make their 
quarters a most convenient pla them¬ 

selves and their customers. 

The J. K. Gill Company has made a reputa¬ 
tion for itself not only in the far west but ; 
throughout the country for its enterprise and- 
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reliability—for being in the lead and for de¬ 
livering goods as ordered on time—leaning 
upon Webster’s definition of reliability, name¬ 
ly, of being “worthy of dependence or re¬ 
liance.” May the firm double its existence 
and live years beyond 1 that is the sincere wish 
of all their friends in the trade. 


IN MEMORY OF D. C. HEATH. 

A meeting of publishers and members of 
the Aldine Association, called by Major 
Charles L. Patton, was held in the library of 
the Association on January 31, to take action 
on the recent death of D. C. Heath, late head 
of the firm of D. C. Heath & Co., and' a mem¬ 
ber of the Aldine Association. 

Frank H. Scott, of the Century Company, 
who presided, appointed Charles L. Patton, 
George Haven Putnam and Henry B. Barnes 
a committee, who prepared and reported the 
following resolutions, which were unanimous¬ 
ly adopted: 

Resolved, That the death of Daniel Collamore 
Heath has brought a serious loss upon the publishing 
trade and the educational interests of the country 
and upon the community as a whole. The life and 
work of Mr. Heath gave evidence of a high ideal for 
citizenship and for business, and his career as a 
publisher, in which his distinctive abilities secured a 
well-earned prestige and success, was characterized 
by a consistent integrity of purpose and of action. 
His kindly heart and sympathetic nature won for 
him an ever widening circle of attached friends. 

Resolved, That this expression of the esteem in 
which Mr. I-Ieath was held by his fellow publishers 
be recorded in The Publishers’ Weekly, and that a 
copy be transmitted to his family. 

The meeting was thoroughly representative 
of the interests with which Mr. Heath’s activ¬ 
ities had been identified. The follo.wing gen¬ 
tlemen who had been brought much in con¬ 
tact with Mr. Heath during his long career 
as a publisher spoke with high appreciation of 
his character as friend and business man: 
George A. Plimpton, J. A. Greene, Major 
Charles L. Patton, Parker P. Simmons, 
George Haven Putnam, Edward S. Lord, Gil¬ 
man H. Tucker, Edgar O. Silver, Henry B. 
Barnes and Frank H. Scott. The speakers 
dwelt not only with feeling upon their per¬ 
sonal relations to their late associate, but re¬ 
ferred' with genuine enthusiasm to the sin¬ 
gular purity of his character and his steady 
adherence to those lofty aims and principles 
which convert business into a profession and 
the business man into a teacher and leader in 
right living. 

The following publishing houses were rep¬ 
resented at the meeting: American Book Co., 
D. Appleton & Co., The Baker & Taylor Co., 
A. S. Barnes & Co., The Century Co., Funk & 
Wagnalls Co., Ginn & Co., D. C. Heath & Co., 
Plenry Holt & Co., Houghton, Mifflin & Co., 
Longmans, Green & Co., Macmillan. Co., 
Charles E. Merrill Co., Newson & Co., The 
Outlook Co., The Prang Educational Co., 
James Pott & Co., G. P. Putnam’s Sons, Flem¬ 
ing H. Revell Co., Benjamin H. Sanborn & 
Co., Charles Scribner’s Sons, Silver, Burdett 
& Co., Parker P. Simmons, University Pub¬ 
lishing Co., John Wiley & Sons. Mr. Pler- 
bert S. Baker, of The Baker & Taylor Com¬ 
pany, acted as secretary. 


ANNUAL DINNER OF THE PITTS¬ 
BURGH BOOKSELLERS. 

The Pittsburgh Booksellers’ and Sta¬ 
tioners’ Association held their eighth annual 
dinner on Tuesday evening, February 4, in 
the luxurious banquet hall of the Union 
Club, high and dry twenty-two stories above 
the strenuous cares of business that make the 
average Pittsburgher glad to drown his trou¬ 
ble in the flowing bowl of a demi tasse ( ?). 

President Harry F. Davis filled the difficult 
position of toastmaster most acceptably, in 
spite of a badly-injured arm that had threat¬ 
ened to prevent his attendance and made him 
wince painfully at times, even when his witty 
introductions of speakers brought broad 
smiles to the faces of his audience. 

Two pleasant surprises were sprung upon 
the guests. One of these came in the form of 
a Waterman Ideal Clip Cap Fountain Pen,, 
beautifully mounted with gold,, and bearing 
the inscription “Pittsburgh Booksellers’ and 
Stationers’ Association, February 4th, 1908.” 

It was a matter of extreme regret that Mr. 
L. E. Waterman, president of the Waterman 
Pen Co., was unavoidably detained' from the 
dinner, his splendid straight-out-from-the 
shoulder speeches being a pleasing feature of 
similar previous occasions. Mr. Waterman sent 
a letter of regret reading as follows: “Of all 
places on earth that I would like to be to¬ 
night, Pittsburgh is that town, for I would be 
with you and my friends and business ac¬ 
quaintances at your annual banquet; but alas!’ 
such is not my luck, and' well I realize the 
pleasure I am losing. I can picture the scene 
and the many faces and the joyous times that 
now exist, and to Uncle George the Dean,, 
that grand old man, one whom we all so love, 
I leave it to him to use up the moments that 
I might have taken in a few brief remarks if 
I were with you. I know of no man better 
qualified. So place my time in his hands, for 
I know he will rise to the occasion. I can 
picture the scene of a year ago, and to Mr. 
R. S.. Davis, the oldest member of the trade 
in Pittsburgh, I send my greetings. Last 
year the Rev. Dr. Joseph Horner was on 
my right; to him I also extend my hearty 
congratulations, and to each and every one- 
of my friends present, too many to enumer¬ 
ate, I wish them one and all ‘A long, prosper¬ 
ous and happy life.’ ” Three rousing cheers 
and a vote of thanks were given to Mr. Water¬ 
man for his generous action. 

The second surprise was in the shape of a 
beautiful little black hand-bag, filled with 
choice after-dinner mints, the gift of the 
Bobbs-Merrill Co., who have just brought out 
the novel entitled “The Black Bag.” 

When it came to speeches, Uncle George- 
Olney led off with one of his characteristic 
good old talks, thanking the association for 
having changed' their dinner date in order 
that he might be present. He also spoke 
highly of local and national association work. 

Mr. Olney was followed by C. W. Burrows, 
who gave a splendid talk on “Advertising,”" 
bringing out in the most interesting manner 
the psychological, cumulative and remunera¬ 
tive features of this deep and wide subject. 

Attorney Wm. D. Grimes then made a most 
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eloquent speech on “The City of Pittsburgh/’ 
that swelled the lfearts and heads of his audi¬ 
ence. He began with the year 1755, when 
George Washington looked down upon the 
little star-shaped French Fort Duquesne. 
From this point the speaker followed the 
growth of the city up to its present magnifi¬ 
cent sky-scrapers, its marvellous industries, 
its unparalleled tonnage equaling that of New 
York, London, Liverpool, Hamburg and Ant¬ 
werp combined, requiring the annual service 
of 3,300,000 cars, its matchless natural ad¬ 
vantages, its fourteen railroad's, including five 
trunk lines, with a train arriving or depart¬ 
ing every one and a half minutes. 

A. W. McCloy followed with a brilliant, 
witty parody on Mr. Grimes’s speech that 
bi ought down the house. Z. W. Barnard 
made the. closing speech with some touching 
references to Angy Thomas and his attempt 
to enter heaven surreptitiously. 

The Gernerts Orchestra made the evening 
merry with their music and the popular songs, 
under the able leadership of Professor Alfred' 
FI. Harry, were enthusiastically joined in by 
all present. 

The handsome menus were the product of 
J. R. Weldin & Co.’s Art Engraving Depart¬ 
ment, and were greatly admired. 

Letters and telegrams, expressing regret at 
unavoidable detention, were received' from: 
Fletcher B. Gibbs, Alfred C. Rippier, Milling¬ 
ton Lockwood, Peter Paul, Abner K. Pratt, 
Charles E. Falconer and Joseph S. Meyers. 

The out-of-town guests were: Uncle George 
A. Olney, patron saint of the stationery trade; 
C. W. Burrows, of Burrows Brothers Co.; 
W. D. Bevin and Ray L. Martin, of Boorum 
& Pease Co., New York; Fred L. Coggins, of 
the National Blank Book Company, Holyoke, 
Mass.; Angy B. Thomas, of E. Faber, New 
York; Z. W. Barnard, of Cowell & Hubbard 
Co., Cleveland, and J. W. Hoogland, of H. L. 
Judd Co., New York. 

Charles H. Clough. 


THE AMERICAN NEWS EMPLOYEES’ 
BENEFIT. 

The Mutual Benefit Association of the 
Employees of the American News Company 
will hold their fourth annual vaudeville and 
reception this evening, (February 8,) at Pros¬ 
pect Hall, Brooklyn, N. Y. At the election 
these officers were chosen for 1908: President, 
John Downes; vice-president, Henry Don¬ 
nelly; secretary, J. McGill; financial secre¬ 
tary, W. A. Rolston; treasurer, A. C. Keiser; 
sergeant-at-arms, F. Greig. 

THE PERRY COLLECTION OF SHAKE- 
SPEARIANA REPORTED SOLD. 

It was reported this week that Marsden J. 
Perry, of Providence, R. I., had' sold his col¬ 
lection of Shakespeariana to J. Pierpont Mor¬ 
gan for $125,000. Mr. Perry could not be 
found either in Providence or in New York 
City, so the report could not be confirmed. 
The collection is one of the most complete 
in existence, and contains many very rare 
volumes. 


PUBLIC PRINTER SUSPENDED. 

Puelic Printer Charles S. Stillings was 
suspended' on February 6 from office by Presi¬ 
dent Roosevelt pending the conclusion of an 
investigation that is being made by a Con¬ 
gress committee in printing office methods. 
William S. Rossiter, chief clerk of the Census 
Bureau, was placed in charge of the printing 
office temporarily. 

The suspension of Mr. Stillings is the cul¬ 
mination of a bitter fight against him which 
was begun soon after he became head of the 
Government Printing Office in November, 
1906. Labor unions were active in charging 
him with violations of the eight-hour law, dis¬ 
crimination against veteran soldiers and the 
widows of soldiers, and' violation of the civil 
service laws. It was alleged also that he 
favored the open shop and that there were 
other irregularities in his conduct of the big 
printing establishment. 


AN EXPRESS COMPANY’S RESPONSI¬ 
BILITY FOR MSS. 

A decision of importance to authors and 
publishers was rendered on February 4, by 
Justice Green, in the New York City Court, 
who upheld' the Long Island Railroad in its 
contention that it was liable only for $50 for 
failure to deliver a trunk, even though the 
trunk contained the manuscript of a book. 
The complainant, a teacher of New York City, 
first recovered a verdict for $1192, but Justice 
Green sets aside this verdict. 

The trunk was sent from Arverne, L. I., to 
Madison Avenue, New York City, but was 
never delivered to the plaintiff. In it were 
dresses, jewelry and the manuscript of a 
book written by the plaintiff to be used in 
the public schools. The complainant alleged 
that she spent 780 hours in the preparation of 
the manuscript. 


THE UNITED TYPOTHETAE LOSES 
ITS SUIT AGAINST THE PRESSMEN. 

The efforts of the United Typothetae to 
force the International Printing Pressmen’s 
and' Assistants’ Union of North America to 
live up to an agreement whereby the eight 
hour work day would not be established be¬ 
fore January 1, 1909, met with defeat in the 
United States Circuit Court in Cincinnati on 
February 1. 

Judge Thompson handed down a decision 
in which he holds that the union committee 
did not have the power to bind the union by 
the agreement with the committee from the 
Typothetae. 

The Typothetae got a temporary injunction 
some time ago to prevent the officers of the 
pressmen’s union from calling a strike. Offi¬ 
cers of the union admitted that the agreement 
had’ been signed by some of them, but said 
that the members of the union had not rati¬ 
fied it. 

Judge Thompson held that the agreement 
for a nine hour day does not bind the rank 
and file to work nine hours, but only to work 
nine hours if they work at all. 
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PERSONAL NOTES. 

W. N. Sturges, for several years trade rep¬ 
resentative of Rand, McNally & Co., will here¬ 
after represent George E. Newcombe & Co., 
the stationery and calendar house, of 621 
Broadway, and will also handle the line of 
the Life Publishing Co., of 17. W. Thirty- 
first Street, both of New York City. 

An announcement of interest both to the 
book and magazine world is that Edward J. 
Clod'e, the well-known New York publisher, 
has acquired an interest in Pearson's Maga¬ 
zine and has been elected managing editor. 
He will assume his duties after his return 
from abroad. This will be in connection with 
Mr. Clode’s publishing business, which will 
go on as usual. Plis offices will be in the 
same building with Pearson’s Magazine. Mr. 
Clode’s ability as a publisher has been evident 
from the first, and the same push and energy 
which has placed' him among the discriminat¬ 
ing publishers of the day will be directed to¬ 
ward the management of this periodical and 
its further betterment and success. 


BUSINESS NOTES. 

Aiticin, Minn. —Hodgeden & McDonald 
have opened a store with a book and station¬ 
ery department. 

Baltimore, Mn.—Miss Caroline Hime- 
baugh, formerly of Erie, Pa., has established 
a bookstore at 335 North Charles Street. 

Colorado Springs, Colo. —E. Van Rouse, 
bookseller, has sold out to J. E. Adamson. 

New York City. —V. M. Coryell, special 
agent for P. F. Collier and' broker in publish¬ 
ing and other business property, has opened 
up an office at 119 West 23d Street. * 

New York City. —Fifty years ago Row¬ 
land H. Macy, of Haverhill, Mass., came to 
New York and opened up a little store on 
Sixth Avenue, one door below Fourteenth 
Street. In a short time he occupied the whole 
building of four stories. In 1877 Mr. Macy 
died while on a visit to Paris. He was suc¬ 
ceeded by A. F. La Forege and Robert Valen¬ 
tine, who retained the old firm name of R. H. 
Macy & Co. In 1878, when Mr. La Forege 
died, C. B. Webster became associated with 
Mr. Valentine. In 1888, after the death of Mr. 
Valentine, Isidor and Nathan Straus became 
associated with Mr. Webster, the partnership 
continuing until 1898, when Mr. Webster re¬ 
tired, since which time the Straus brothers 
have continued the business. Mr. Macy is 
said to have been the originator of the de¬ 
partment store idea and the odd price. He 
arrived at the odd' price by fixing a certain 
percentage of profit that he would get on 
every article he sold, and by adding this per¬ 
centage to the price it had cost him, with the 
result that in many cases the sum was an odd 
figure like 99 cents. Soon ofter Mr. Macy 
open his store uptown trade came along so 
fast that he rented a store on Fourteenth 
Street that connected' in the rear with his 
little store on Sixth Avenue, and another one 
that made him big enough to reach to Thir¬ 


teenth Street. He couldn’t use all this space 
with his own wares, and then he conceived the 
idea of renting space in the store to folks with 
other things to sell besides dry goods. It 
wasn’t long then before Macy decided to run 
all the little stories in his big store himself 
as departments. The present Macy store at 
Broadway and Thirty-fourth Street has a 
floor space of more than twenty-four acres, 
and employs 5000 people. If to these are 
added those employed in the manufacturing 
enterprises of the firm the number would 
reach 10,000. 

New York City. —The Moody Corporation, 
publisher of “Moody’s Manual of Railroad 
and Corporation Securities” and other books 
of financial reference, at 35 Nassau Street, 
with a printing plant at Elizabeth, N. J., is re¬ 
ported to have made an assignment to Guy 
Cary, of 59 Wall Street. The business was 
established many years ago by J.ohn Moody. 
The present company was incorporated under 
New York laws on December 7, 1904, with a 
capital stock of $1,000,000, of which $350,000 
was preferred and $650,000 common stock. 
John Moody became president, Frederick B. 
Adams, vice-president; Eliphalet N. Potter, 
treasurer, and 1 Louis W. Holschuch, secretary. 
Mr. Potter succeeded Mr. Moody as president 
some time ago. 

New York City. —The Spanish-American 
Book Company has removed to 22 East 
Twenty-second Street. Tropical America , the 
new magazine, formerly published from 18 
Frankfort Street, will share the floor with the 
Spanish-American Book Company. 

Owensboro, Ky. —M. Kortz offers his book 
and stationery store, with printing office at¬ 
tached, for sale. Mr. Kortz is to move to 
Jackson, Tenn., to take up other matters. 

Reading, Pa. —The Reading Book Co., 
(Thomas L. Pickering,) dealers in new and' 
old books, have removed to their new store, 
757 Penn Street. 

St. Louis, Mo. —The stockholders of the 
John L. Boland Book and Stationery Com¬ 
pany held their annual meeting January 21, 
at the office of the company, northwest corner 
of Sixteenth and Locust Streets, and elected 
the following directors and officers for the 
ensuing year: Directors: Mrs. J. L. Boland', 
Mrs. J. M. Boland, Samuel R. Burgess, W. K. 
Morrison and P. P. Boland. The officers 
chosen are Mrs. John L. Boland, president; 
Mrs. Joseph M. Boland, vice-president; Sam¬ 
uel R. Burgess, secretary and treasurer. 


BIBLIOGRAPHIC NOTES. 

What’s in the Magazines, the excellent little 
index to periodicals published monthly by The 
Dial Company, at Chicago, has suspended 
publication. 

Joseph Baer & Co., Frankfurt a.-M., have 
published the third part of the catalogue pre¬ 
pared to celebrate their 120th anniversary. It 
contains books of the 16th century illustrated 
by French, Italian, Flemish, Dutch and Span¬ 
ish artists. The volume contains 497 titles 
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illustrated with 15 full-page plates and' 154 
pictures in the text, also, an index to the three 
parts. The complete catalogue will, take a 
high place in the ranks of bibliographic refer¬ 
ence works. 

CATALOGUES OF NEW AND SECOND- HAND BOOKS. 

N. J. Bartlett & Co., 28 Cornhill, Boston, 
Mass., Remainders of standard works. 24 
titles.) 

John Heise, 410 O. C. S. Bank Building, 
Syracuse, N. Y., Miscellaneous books, auto¬ 
graphs and play-bills. (No. 1, 201 titles.) 

Joseph McDonough Co., 39 Columbia St., 
Albany, N. Y., Miscellaneous, including 
scarce Bibles, classics, court memoirs, works 
on the drama, Napoleon and the French Rev¬ 
olution, etc. (No. 237, 483 titles.) 

Daniel IJ. Newhall, S 9 Maiden Lane, New 
York, Sermons, eulogies, discourses, etc., on 
Abraham Lincoln, delivered after his death 
in 1865. (No. 19, 149 titles.) 

H. A. O'Leary, 1597 Brooklyn Ave., Brook¬ 
lyn, N. Y., New and second-hand books relat¬ 
ing chiefly to the South and border States. 
(No. 13, 787 titles.) 

The Union Library Association, 40 E. 
Twenty-third Street, New York, Standard li¬ 
brary sets and book-lovers’ bargains. (Spe¬ 
cial Sale list, No. 54.) 


LITERARY AND TRADE NOTES. 

L. C. Page & Co. announce that the date of 
publication of their important new novel, “The 
Call of the South,” will be early in March 
instead of February 15. 

Benjamin R. Tucker, New York City, will 
publish shortly under the title of “The Sanity 
of Art,” a review of Max Nordau’s “Degener¬ 
ation,” written by Bernard Shaw in the form 
of an open letter to Mr. Tucker’s periodical 
Liberty. The letter has been revised by the 
author, who has also added one of his char¬ 
acteristic prefaces. Mr. Tucker has also near¬ 
ly ready a translation of Dr. Paul Eltzbacher’s 
“Der Anarchismus,” which is pronounced to 
be the best brief and popular exposition of 
anarchism yet made. 

The Macmillan Company will publish on 
the 20th inst. a new book by Agnes and Eger- 
ton Castle, entitled “Flower of the Orange,” 
a collection of stories ranging in time from 
the latter part of the sixteenth to the begin¬ 
ning of the nineteenth centuries, but all sto¬ 
ries of action and adventure, placed in strange 
or unusual settings that appeal to the imag¬ 
ination; “The Iron Heel,” a story of the so¬ 
cial revolution, by Jack London; also, “Bour¬ 
bon and the Stuarts,” the fifth volume of The 
Cambridge Modern History, planned by the 
late Lord Acton, and edited by A. W. Ward, 
G. W. Prothero and Stanley Leathes. 

The Oxford University Press has nearly 
ready “English Siociety in the Eleventh Cen¬ 
tury,” essays in English mediaeval history, by 
Professor Paul Vinogradoff. The author, 
who points out that the eleventh century may 
be truly called the watershed in the develop¬ 
ment of English society, attempts, first, to ex¬ 
amine the decisive political factors of social 


life and to trace the influence of public law 
on society; second, to examine the economic 
factors of social life and to trace the influence 
of husbandry and of private law in as far as it 
regulates husbandry; third, to examine the 
classes and groups produced by the combined 
working of political and economic causes, and 
last to trace the main features of the laws as 
to personal status under which these classes 
live. 

George W. Jacobs & Co. will publish shortly 
a book entitled “Concerning Lafcadio Hearn,” 
by Dr. George M. Gould, of Philadelphia, who 
took in Hearn when friendless in Phila¬ 
delphia, and who gave him a home and put 
him on the way to a successful life. A bib¬ 
liography of Hearn’s writings by a son of 
Edmund Clarence Stedman will accompany 
the volume. They will also bring out shortly 
a volume on “Robespierre and the French 
Revolution,” by the Hon. Charles F. Warwick,, 
which, with the author’s former volumes, 
“Mirabeau and the French Revolution” and 
“Danton and the French Revolution,” will 
present a complete account of the historic 
revolution in France, written in a dignified 
yet popular and interesting style that will ap¬ 
peal to the general reader. 

Sherman, French & Co., Boston, will pub¬ 
lish shortly Paul Sabatier’s “Open Letter to 
Cardinal Gibbons,” published last year in 
France, and now translated by John R. Slat¬ 
tery, who will be remembered as the former 
American head of the Order of St. Joseph, 
organized to educate negroes for the priest¬ 
hood. Since he resigned that position, he has 
spent the greater part of his time in foreign 
lands, and like Count Tolstoy and many an¬ 
other has been attacked by Sabatier, the 
founder of the Societe Internationale des 
Etudes Franciscaines, the French Huguenot, 
who has brought the learned men of so many 
nations to work with him in the study of St. 
Francis. Mr. John R. Slattery, by the way, is 
by no means to be mistaken for Joseph Slat¬ 
tery, the violent anti-Catholic ex-priest. 

John W. Luce & Company will publish on 
the 10th inst. “The Father,” by August Strind¬ 
berg, a play full of realism, dealing with the 
utter destruction wrought to a man of gen¬ 
erous impulse when brought in contact with 
the monumental selfishness of a woman to 
whom he is bound and against whom the in¬ 
nate chivalry, in the attitude of the gentleman 
toward all women, makes it impossible for 
him to protect himself. As is suggested in the 
title the sentiments of paternity "are moving 
influences in the development of the drama. 
On the same date they will bring out a play 
by Ostrovsky, entitled “The Storm,” of purely 
Russian mould, the scene being laid in a pro¬ 
vincial town by the Volga, and the whole de¬ 
velopment of the play being influenced by na¬ 
tional characteristics and customs not gen¬ 
erally familiar to American readers. 

Dodd, Mead & Co. will bring out next 
month a new novel by Elizabeth Ellis, author 
of “Barbara Winslow,” etc., to be entitled 
“The Fair Moon of Bath.” Bath, the famous 
English resort, the theme of dozens of writers, 
furnishes the background of the story, which. 
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is not just as good' as “Barbara Winslow,” 
but better. Other books promised for March 
are “The Dissolving Circle,” by Will Lilli- 
bridge, a strong story of Western life, in 
which there is an interesting picture of that 
•odd colony who sojourn in Sioux Falls, S. D., 
only for the purpose of securing divorces; 
“Lord of the World,” by Robert Hugh Ben¬ 
son, author of “The Light Invisible,” etc., a 
story of the “Looking Backward” kind, which 
•deals with the question that interests all 
thoughtful people, namely, What is the world 
tending to?; “An Idyll of All Fool’s Day,” 
by Josephine Daskam Bacon, a clever and 
funny story by the author of “The Madness of 
Philip; “The Man who Was Thursday,” by 
Gilbert K. Chesterton, a past-master in soph¬ 
istries and casuistry, whose new book is said 
to stand in the same class with Robert Louis 
Stevenson’s “The Wrong Box;” also, “The 
Vigil,” a theological novel, by Harold Begbie, 
author of “The Penalty,” etc. 

The McClure Company will bring out at 
once a story of Chinese life, entitled “The 
Vermilion Pencil,” by Homer Lea, who, al¬ 
though an American by birth, has spent the 
greater part of his life in the country of 
which he writes, and has just been created 
Lieutenant-General of the Chinese Army of 
Reform. Fie has already written several 
books about Chinese in the Chinese language, 
but “The Vermilion Pencil” is the first he has 
yet produced for the benefit of his western 
countrymen. The here of the story is a 
young priest*; who falls in love with the charm¬ 
ing girl-wife of a wealthy mandarin and car¬ 
ries her away with him into the wilderness. 
The eloping couple are hotly pursued and 
tracked to a sacred cave. Every avenue of es¬ 
cape is closed, the pair surrender, and the 
young wife is handed over to the tender mer¬ 
cies of Chinese justice. She is condemned to 
suffer the penalty of the “lyngchee,” a terri¬ 
ble punishment, still actually in vogue in 
China, but never before described to the 
western reader.. The denouement is supplied 
by the interposition at the last moment of a 
Chinese revolutionary society, “The Children 
of the Deluge.” 

A. C. McClurg & Co. will publish on March 
18 “The Silver Blade, a True Chronicle of a 
Double Mystery,” by Charles E. Walk, a de¬ 
tective story of unqualified spirit and mystery, 
the scenes of which are laid in a large city in 
the Southern United States. The book will 
have five full color illustrations bv A. B. 
Wenzell. Later in March they will bring out 
a new story by Randall Parrish, entitled 
“Prisoners of Chance, the Story of What 
Befel Geoffrey Benteen, Borderman, through 
his Love for a Lady of France,” (with illus¬ 
trations in color by the Kinneys,) the action 
of which commences in 1768, when the French 
made an easy conquest of Louisiana from the 
Spaniards, and moves from New Orleans up 
the Mississippi into a mountain fastness in 
Arkansas; also, “My Day and Generation,” 
by Clark E. Carr, at one time United States 
Minister to the Court of Denmark, in which 
the distinguished author of “The Illini” and 
“Lincoln at Gettysburg” presents some of the 


pivotal experiences in his long career of public 
usefulness which threw him into contact with 
most of the prominent men of this country 
during the past fifty years. 

John Lane Company will publish on the 
15th inst. “Apologia Diffidentis,” by W. 
Compton Leith. The book, which is largely 
autobiographical, describes the effect of diffi¬ 
dence upon an individual life, and contains, 
with a consideration .of the nature of shyness, 
a plea for a kindlier j udgment of the inveterate 
case. The author, describing his particular 
experiences, tells of his failure to eradicate 
the evil, and of the compensations which 
make his lot endurable. Chief among these 
is the ideal love, to which, as no super¬ 
annuated fancy, but an actual and redeeming 
force, he pays the tribute of his belief. The 
third annual issue of the “Studio Year 
Book of Decorative Art” will be published by 
John Lane Company in the spring. Some of 
the subjects treated are exterior domestic ar¬ 
chitecture, interior arrangement and decora¬ 
tion, furniture, firegrates and mantelpieces, 
wall and ceiling decoration, stained glass, ar¬ 
tificial lighting, textile fabrics and embroid¬ 
ery, porcelain, earthenware and metal work, 
with a special illustrated article on designing 
of gardens. As in the previous issues, the 
volume will contain between four and five 
hundred illustrations in black and white and 
a great number of full-page plates in facsimile 
colors from designs by well-known architects, 
etc. 

Anderson & Stoner, Akron, Ohio, though 
comparatively newcomers in the publishing 
field, have already built up a large and attrac¬ 
tive list of books for young people. Foremost 
among these are their Anderson's Limp Cloth 
Books , four series, with sixteen titles, and 
their Kohler's Felt Toy Books, four series 
with fourteen titles. The cloth of the An¬ 
derson’s series is of the best quality, without 
filling, which permits of its being washed 
and ironed, and the Kohler felt books are 
made of a material that is practically inde¬ 
structible. These books, of course, are for 
the very iittle children. For older children 
they announce “Piff Cottontail,” by Burton 
Stoner, the story of a real rabbit’s- life 
told by himself, a quarto with illustrations in 
color. For the grown-ups they announce “The 
Cooking School,” by Christine T. Herrick 
and Marion Harland, a book of authority on 
the art of cookery, with hundreds of recipes 
that have been actually tested, and sugges¬ 
tions for menus; “The Modern Plostess,” also 
by Christine T. Herrick and Marion Harland, 
a cyclopedia of etiquette, including details of 
setting the table and the service, etc.; also, 
“Social Silhouettes,” by Ruth Louise Sheldon, 
a text-book on correct social customs, useful 
to young men and women just entering so¬ 
ciety. They have also a “Bridge Whist Cal¬ 
endar,” twelve sheets each containing mem¬ 
oranda of lime and place where engagements 
are to be met, rules for playing the game and 
a diagram of score and' instructions; also, a 
“Promise Calendar,” with passages of Scrip¬ 
ture, especially appropriate as gifts for Sun¬ 
day-school scholars. The special trade repre- 
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sentatives of the firm are the Stitt & Heine- 
berg Company, of 156 Fifth Avenue, New 
York City. 

Harper & Brothers will publish at once 
“Hypnotic Therapeutics,” by Dr. John D. 
iQiiackenbos, a well-known practitioner in New 
York City, who has had a long experience in 
the use of hypnotism as an aid to medicine. 
Personally he holds theories that are quite at 
variance with some of the current explana¬ 
tions of the phenomena of hypnotism, and as 
his theories are deduced from his own ex¬ 
periments his work will be looked for with 
more than ordinary interest. They have also 
nearly ready “Letters and Literary Memorials 
of Samuel J. Tilden,” in two volumes, edited 
by John Bigelow, an interesting contribution 
to American political history, throwing new 
light upon a notable career and upon the pub¬ 
lic movements of Tilden’s time; a new edition 
of Justin McCarthy’s “A Short History of 
Our Own Times,” brought down to the ac¬ 
cession of Edward vn.; “Worlds in the 
Making,” by Svante Arrhenius, a curious the¬ 
ory of the evolution of the universe as for¬ 
mulated by one of the foremost of modern 
scientists; a new novel by Justin Huntly 
McCarthy, entitled “Seraphica,” a story of the 
time of Louis xv. of France; “The Cat and 
the Canary,” by Margaret Cameron, a delight¬ 
ful every-d'ay farce-comedy, reasonable in 
spite of its absurdity; also, “The Greater Mis¬ 
chief,” by Margaret Westrup, which pictures a 
sensitive, fatherless girl in the romance of her 
childhood and young girlhood. They have in 
press “Fennel and Rue,” by W. D. Howells, a 
novel which is said to be curiously out of the 
ordinary. A young novelist who has been drawn 
into sympathy for an anonymous woman cor¬ 
respondent only to find himself tricked, re¬ 
sents it vehemently. Each ignorant of the 
other’s identity, they meet at a winter house- 
party und'er perplexing conditions, and their 
relations develop into a kind of puzzling, 
unspoken love-story. 

AUCTION SALES. 

February 10, 2:30 and 8 p.m. —Miscella¬ 
neous. (509 lots.)— Anderson. 

February ti, 2:30 p.m. —Books relating to 
railroads and canals of America and Great 
Britain, Indians, New York, law's of Indiana, 
Illinois, Wisconsin, etc., also, a collection of 
rare books on Ireland. (298 lots.)— Ander¬ 
son. 

February ii, 12, 10 a.m. and 2 p.m. —Refer¬ 
ence books, dictionaries, folk-lore, scarce 
w'orks on philology, Americana, cookery 
books, etc. (1482 lots.)— Libbie. 

February 13, 14, 8 p.m. —A portion of the 
library of Charles B. Van Nostrand, of New' 
York, mainly fine and rare books in fine bind¬ 
ings, including Swinburne’s Aatalanta, the 
Kelmscott edition bound by Cobden-Sander- 
son; Kipling and Balzac on Japan vellum; 
editions de luxe of Fiske, Thackeray, etc.; 
Purchas Pilgrimes, 1625-6; extensive collec¬ 
tion of rare Christian Science items, extra¬ 
illustrated books, etc. (600 lots.)— Anderson. 


TERMS OF ADVERTISING. 

Under the heading “Books Wanted” book-trade 
subscribers are given the privilege of a free ad¬ 
vertisement for books out of print of five non¬ 
pareil lines, exclusive of address, in any issue except 
special numbers, to an extent not exceeding ioo lines 
a year. If more than five lines are sent, the excess 
is at 10 cents a line, and amount should be inclosed. 
Bids for current books and such as may be easily 
had from the publishers, and repeated matter, as well 
as all advertisements from non-subscribers, must be 
paid for at the rate of 10 cents a line. 

Under the heading “Books for Sale,” the charge to 
subscribers and non-subscribers is io cents a nonpareil 
line for each insertion. No reduction for repeated 
matter. 

All other small undisplayed advertisements will be 
charged at the uniform rate of io cents a nonpareil 
line. Eight words may be reckoned to the line. 

Parties with whom we have no account must pay 
in advance, otherwise no notice will be token of their 
Communications. 


BOOKS WANTED. 


BSTln answering, please state edition, condition, 
and price, including postage or express charges. 

Houses that are willing to deal exclusively on 
a cash-on-delivery basis will find it to their advantage 
to put after their firm-name the word [Cash.'] 

Write your ivants plainly, and on one side of 
the sheet only. Illegibly-ivritten “wants” will be con¬ 
sidered as not having been received. The “Publishers' 
Weekly” does not hold itself responsible for errors. 

It should be understood that the appearance of 
advertisements in this column, or elsewhere in the 
“Publishers’ Weekly,” does not furnish a guarantee 
of credit. While it is endeavored to safeguard these 
columns by withdrawing the privilege of their use 
from advertisers who are not “good pay” book¬ 
sellers should take the usual precautions, as to adver¬ 
tisers not known to them, that they would take in 
making sales to any unknown parties. 


Arthur M. Allen, 454 Fulton St., Troy, N. Y. 

Art Amateur, any nos. 

Art Interchange, any nos. 

Raymond’s Surveying. 

James’ Psychology. 

Edersheim’s Life of Christ. 

McCoun, Holy Land in Geography and History. 
Seven Words From the Cross, Nicoll. 

Amer. Bap. Pub. Soc., 37 S. Pryor St., Atlanta, Ga. 

Power of Prayer, by Prime. 

Am. Bap. Pub. Soc., 1630 Chestnut St., Phila., Pa. 

Views From Nature. Pub. by the Tract Society. 

Ammon it Mackel, Successors to Leggat Bros., 
81 Chambers St., N. Y. 

Quaker Soldier. 

Stevenson, Thistle ed., vols. 5, 7, 12. 

Abe C. Anderson, Henry, Bannock Co., Idaho. 

Liens of the Lord, by Harry Leon Wilson. 

Among the Mormons, by Fred. Bennett. 

The Undeveloped West, etc., by J. H. Beadle. 

Sinners and Saints, on Utah, by Phil Robinson. 
Mcrmoniad (a poem, with historical notes). Bos¬ 
ton, 1858. 

Bevond the Mississippi, From the Great River to the 
Great Ocean, by Albert D. Richardson, 1867. 
Lewis and Clark’s Travels Among the Indians of 
North America, with Dictionary of the Indian 
Tongues. 

Kit Carson, The Life and Adventures of. 1858. 

Anglo- American Authors Association, Inc., Bruns¬ 
wick Bldg., 225 5th Ave., N. Y. 

Chapman & Hall Dickens. 

Smith. Elder Thackeray. 

Downing, Lever. 

Extra illustrated sets of any author. 

State net cash price, binding and condition. 

Jos. Baer & Co., 6 Hochstr., Frankfort a-M., 
Germany. 

Ohio Archaeological and Hist. Publications, vol. 11 
and following, 1903 to ’06 inch 
The Criminal Law Magazine, vol. 19, 1897, to 1906, 
incl. 

Political Science Quarterly, vol. 15, 1900, to 1906, 
incl. 
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BOOKS WANTED.—Continued. 


Jos, Baer & Co.— Continued. 

Municipal Affairs vols. 1 to 4, inch 
Chicago Historical Soc. Collection, vol. 4. 

Collections of the State Histor. Soc. of Wisconsin, 
vols. 5, 9. 

Proceedings of the State Iiistor. Soc. Wisconsin, An¬ 
nual Meeting, 1 to 35. 

American Railway Reports, vols. 10, 1878, to 1907, 
inch 

Publications of the American Economic Association. 

complete sets of all vols. published. 

John Hopkins Univ. Studies in Histor. and Polit. 
Science, 1-23, 6. 

• Studies in History, Economics and Public Law, ed. 
by the Faculty of Polit. Science of Columbia 
Univ., complete set up to 1906, inch 
Brown, European and Japanese Gardens. 

Bailey & Sackett, Syracuse, N. 7. 

Gesta Clnisti, Brace. 

Half-Hours Best Authors, Knight. 

Journal of Accountancy , Sept., 1907. 

Stoddard’s Lectures, 14 vols. only, hf. leath., col¬ 
ored illus. 

Wm M. Bains, 1213 Market St., Phila., Pa. 

Clarke, Fitting Sheep Show, Ring and Market. 
Wickson, California Fruits. 

Bateson’s Mendel’s Principles of Heredity. 

Dawson’s Geological History of Plants. 

H. Carey Baird & Co., 810 Walnut St., Phila., Pa. 

Brannt, Petroleum, Its History, Origin, etc. Baird, 
1895. 

Brannt, Practical Treatise on the Manufacture of 
Soap and Candles. Baird, 1888. 

Crew, Practical Treatise on Petroleum. Baird, 1877. 
Cristiani, Perfumery and Kindred Arts. Baird, 1877. 
Cristiani, A Technical Treatise on Soap and Candles. 
Baird, 1881. 

Davis, Manufacture of Leather. Baird, 1897. 

Davis, Practical Treatise on the Manufacture of 
Brick, Tiles and Terra Cotta, 3d ed. Baird, 1895. 
Duplais, Treatise on the Manufacture and Distilla¬ 
tion of Alcoholic Liquors. Baird, 1871. 
Frankel-IIutter, A Practical Treatise on the Manu¬ 
facture of Starch, Glucose, Starch-Sugar and Dex¬ 
trine. Baird, 1881. 

Gregory, Mathematics for Practical Men. Baird, any 
date. 

Bakor & Taylor Co., 33 E. 17th St., N. 7. 

Hell on the Border, by Harman. 

Fx*oude, History of England, vol. 8. Scribner. 

Baltimore Book Co., 8 E. Lexington St., Balti¬ 
more, Md. 

Don Quixote, 4 vols. London, 1884. 

Beaumont and Fletcher, Patterson ed. 

Ben Jonson’s Works, London ed. 

Henderson’s Life of Stonewall Jackson. 

G. H. Barr, Lancaster, Pa. 

Loudon’s Indian Narratives. Harrisburg, 1888. 
Rupp’s Histories of Northumberland, Huntingdon, 
Mifflin, Centre, Union, Columbia, Juniata and Clin¬ 
ton Counties, 1 vol. 1847. 

Daniel L. Dawson’s Poems. Phila. 

McKenzie’s Life of Stephen Decatur. 

The Green Family. Boston, 1858, S. S. Green. 

The Unity of the Truth. Hark. 

Sir Spencer St. John’s Iiayti; or, the Black Republic. 
Bledsoe’s Philosophy of Mathematics. Lipp. 

Mitford’s Tales of Old Japan. 

Dick’s Art and Crafts of Old japan. 

Strange’s Japanese Illustrations. 

Condition. Carriage. 

J. E. Barr & Co., 1124 Walnut St., Phila., Pa. 

Edward Everett’s Orations and Speeches, 4 vols. 
Little, Brown & Co. 

The Southern Empire, Morton. Houghton, M. & Co. 
Life of William T. Porter, of Porter’s Spirit of the 
Times. 

Wallace’s Horse of America. 

C. E. Barthell, Ann Arbor, Mich. [ Cash .] 
McKinnon’s Philosophy of Evidence. 

Am. and Eng. Ency. of Law, 2d ed., vols. 20 to 
30 inclusive. 

Greene’s Notes to Texas Reports. 


C. E. Barthell.— Continued. 

Wigmore’s Cases Evidence. 

Gray’s Cases Property, vol. 4 only, 2d ed. 

A. A. Beauchamp, 6 W. 98th St., N. 7. [Cash.') 

Anything by Henry James, Jr. 

The Black Arrow, Stevenson. N. Y., 1888. 

Morality of Profession of Letters. 1899. 

The Master of Ballantrae, 121110, wrap. 1888. 
Science and Health, any before 1890; odd vols of the 
2-vol. eds. 

Christian Science journals and pamphlets. 

Geo. H. Blake, P. 0. Box 1484, N. Y. 

American Bond Detector. 

Heath’s Counterfeit Detector. 

Blake’s Book Store, 654 Market St., San 
Prancisco, Cal. 

Fcrbes’ History of California. 

Ryan’s History of California. 

Veuega’s History of California, in English. 
Mountains and Molehills. 

Borthwick’s Three Years in California. 

Colton’s Three Years in California, with facsimile 
of constitution. 

Annals of San Francisco. 

Taylor’s Eldorado, 2-vol. ed. 

Any item of Californiana, literary or historical. 

Any books or histories of San Francisco. 

Bohhs-Merrill Co., Indianapolis, Ind. 

Genealogy of the Leet Family. 

Horton, In Argolis. 

John Lee, of Agawanee, Ipswich, Mass., and His 
Descendants, compiled by Wm. Lee. Albany, 
Munsell, 1888. 

Genealogy of Robert Keyes, Solomon Keyes, of 
Newbury and Chelmford, Mass., 1653, others of 
name by Asa Keyes. Brattleboro, Vt., Geo. E. 
Sellick. 

Book Exchange, Toledo, 0. 

Confessions of St. Augustine, Camelot Series, uncut. 
Schoolcraft, Algic Researches, vol. 2. > 

Hewlett, Pan, ’98; New Canterbury Tales, ’01. 
Mermaid Series, Arden of Faversham. 

Ccok, Physio-Medical Dispensatory. 

Book Shop (A. J. Wilcox), Scranton, Pa. [Cash.) 
Rcbt. Louis Stevenson, single vols. or sets. 
Stevenson autographs. 

Holmes, Guardian Angel. 

Pierce, Annals of Luzerne County, Pa. 

The Bookerie, 1215 Post St., San Francisco, Cal. 
Christian Science, anything on. 

The Boston Book Co., 83 Francis St., Back Bay, 
Boston. 

Burlington Mag., Jan., 1906. 

Craftsman, July, ’04; April, May ? Aug., ’05. 

Political Science Quarterly, Sept., 99. $1, if at once. 
Scientific Amer., Dec. 14, *01; and ind. to vol. 84. 

J. W. Bouton, 10 W. 28th St., N. 7. 

Malmesbury’s Memoirs. London, 1884. 

Viel Castel’s Memoirs, Bousfield. London, 1883. 
Huntington’s Poem of the Cid, 3 vols. 1899. 

The Loyal Ronins, Tamenaga Shunsui. N. Y.,. 
1889. 

Genji Monogatari. London, Triibner, 1882. 

Doran, Man and Manners, 2 vols., cl. Loncion* 
1876. 

Lloyd’s Dial of Days. 

Le Plongeon’s Sacred Mysteries of tlie Mayas. 
Omar Khayyam, translated by John Payne, clean 
copy. 

Ltcky’s Democracy and Liberty, London ed. 

C. L. Bowman 8 c Co., 44-60 E. 23d 8t., N. Y.. 

Ridpath’s History, 9 vols. 

Brentano’s, 5th Ave and 27th St., N. 7. 

Vuillier’s History of Dancing. 

Gogol’s Dead Souls. 

Rostand’s Fantastics. 

United States Navy Registers, 1861, ’62, ’77, ’78. 
Haldeman’s Affixes. 

Drake’s Old St. Stephens. 

17th Ann. Rept. New York Labor Bureau. 

Sir Percival. by Shorthouse. 

Westward Ho!, 2 vols., illus. 
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Brentano’s, N. Y.— Continued. 

Rebellious Susan. 

Carnac Sahib. 

Triumph of Philistines. 

Morgan’s Shakespeare Myth. 

Waites’ Law of Laws. 

Woman Out of Doors. 

Battle of Iiarlem Heights. 

Poems of Joaquin Miller. 

Macdonald’s Dealings With Fairies. 

Wallace’s Travels in Europe. 

Wallace’s Literary Criticism. 

Skinner’s Hebrew Egyptian Mysteries. 

Light of Egypt. 

Cruise of North Star, 1850. 

Thrilling Adv. Among Early Settlers. 

Chas. Keene’s Pictures of Our People. 

Bliss Carman’s Behind the Arras. 

Edward B. Leigh’s Tables of Mercantile Discounts, 
2 copies. 

Shaw’s* Passion Poison and Petrification. 

John Warner Barber’s Connecticut Historical Collec¬ 
tions. 

Hcrfcrd’s Pen and Inklings. 

Warner’s Manual of Natural Method of Reading. 
Memoirs of Sonja Kovalevsky. 

Key to Mather and Wheeler’s Latin Prose. 

Key to Pearson’s Latin Prose Comp. 

Bibliotheca Ilamiltonia. 

Stevens’ Mine, de Stael. 

Key to Hebrew and Egyptian Mysteries. 

Gardiner’s Great Pyramid. 

Anderson’s Astrology of the Old Testament. 
Dostoievsky’s Crime and Punishment. 

Wilkies’ Sketches Beyond the Sea. 

Brentano’s, 1228 F St., N. W„ Washington, D. 0. 

Treatise on Physics, vol. 1. 

London, Elemen. Treatise Dynamics. 

Rcutli, Dynamics of a Particle. McM. 

Green, Math, and Phys. Mac. 

Threlfall, Laboratory Arts. Mac., 1902. 

Irving’s Works, vol. 6. Putnam. 1864. 

Bollock, etc.. More Beasts. 

Bellock, Moral Alphabet. 

Gates, Mind Building. 

Army Book, British Empire. 1907. 

Burnett, 18th Hussars in So. Africa. 

Dcllard, Rccol. of Civil War. 

McKenzie, Unveiled East. 

Bridgman & Lyman, 108 Main St., Northampton, 
Mass. 

Dean of Lishmore’s Book, a Selection of Ancient 
Gaelic Poetry, Sir J. MacGregor. 

Art of Scientific Discovery, Gore. 

Studies in English Mystery Plays, Charles Davidson. 
Physiology of the Mind, H. Maudsley. 

Crime and Punishment, Dostoievsky, cloth covers. 
Cobb’s Leisure Labors, containing Life of W. II. 
Crawford. 

Edmund D. Brooks, 89 Tenth St., South, Minneap¬ 
olis, Minn. 

Scottish Chiefs, good ed. 

Campfires of Napoleon. 

Good Old Times. About 1865. 

The Brown, Eager & Hull Co., 411 Summit St.. 
Toledo, 0. 

Creed of Pythagones. 

Americana Encyclopedia. 

The Burnham Antique Book Store, Boston, Mass. 
[Caj/*.] 

A Trip to the Azores. 

Any work on the Azores. 

W. A. Butterftold, 59 Bromfield St., Boston, Mass. 

Folio Shakespeare, facsimile. Oxford. 

50 Years in a Maryland Kitchen. 

Father Goose Songs, Hill. Bobbs-Mcrrill. 

Anstey, Tinted Venus. 

Century Dictionary of Names. 

Wm. J. Campbell, 1218 Walnut St., Phila,, Pa. 

Oliver, On Fremasonry. 

Keim, Jesus of Nazareth. 

Mackey, Encyclopedia of Freemasonry. 

Kase Genealogy. 


Campion & Co., 1305 Walnut St., Phila., Pa. 

Mermaid Series, thick pap. ed.: 

Shadwell. 

Dryden, 2 vols. 

Middleton, vol.' 2. 

Massinger, vol. 2. 

Beaumont and Fletcher, vol. 2. 

Carnegie Free Library, Duquesne, Pa, 

Bauer’s Window Dressing. 

Nc-rris, Octopus. 

Mineral Industry, vols. 14, 15. 

Reed’s Orations, vols. 11-15, hf. mor. 

Carnegie Library, Pittsburgh, Pa. 

Hervey, Book of Christmas. 

Reed, T. B., and others, eds., Modern Eloquence, 
vols. 11-15. 

C. N. Caspar Co., 431 E. Water St., Milwaukee, Wis. 

Smithsonian Reports, any previous to 1854, ’60 to 
1900. 

U. S. National Museum Reports, 1886 to ’96. 

Walker, Three Spaniards. 

The City Library, Springfield, Mass. 

Hervey, John, Memoirs of the Reign of George 11., 
ed. by Croker, 3 vols., 1884. 

The A. H. Clark Co, Caxton Bldg., Cleveland, 0. 

American Catholic Quarterly Review , Oct., 1883. 
Cosmopolitan, vols. 1 and 23. 

Draper, King's Mountain and Its Heroes. 

History of the Grand Tnaverse Region. 

Jesuit Relations and Allied Documents, any odd vols. 
King, The White Hills. 

Olmstead, Journey Through Seaboard Slave States. 
Veech’s Monongahela of Old. 

Southern Rose for 1839. Pub. in Charleston. 

Sut Lovingood’s Yarns, by Harris.(?) 

The Robert Clarke Co., Government Sq., Cincin¬ 
nati, 0. 

Eddy, Alcohol in History. 

The Marshall Family, Paxton. 

Parochial School, by Crowley. 

Hutton, J. C. A List of Emigrants to Virginia. 
Keller, Lake Dwellers of Switzerland. 

Works of J. C. Calhoun, Appleton ed. 

W. B. Clarke Co., 26 TremoDt St., Boston, Mass. 

Missionary Review, Oct., 1907. 

Merivale’s General History of Rome. 

Burrage, History of the Anabaptists in Switzerland. 
Rand, E. A., All Aboard for the Lakes and Moun¬ 
tains. 

The Jukes, introd. by Round, ed. by Dugdale. 

The Nursery, bound vols. or odd nos. 

Princess Rosamond. Geo. McDonald. 

Peters, Justice to the Jew. 

Columbia University Book Store, 117th St. and 
Broadway, N. Y. 

Tarde, Laws of Imitation. 

Irving S. Colwell, 97 Genesee St., Auburn, N. Y. 

Peterson’s Mag. nos. in i860 to ’65. 

Thomson’s Land and Book, vol. 1, Pop. ed. 

Century Mag., Oct., 1895. 

The Federalist. 

Pollard’s Lost Cause. 

McClellan’s Own Story. 

Conneaut Public Library, Conneaut, 0. 

History of All Nations, by S. G. Goodrich. 

Living Age. vol. 76 to date. 

Atlantic Monthly, vol. 34 to date. 

Means, Industrial Freedom. 

Jcaquin Miller’s Poems, complete. 

Toil, preface by Tolstoy. 

Williams, The Conquest of Poverty. 

Henry George’s Letter to the Pope, with the Ency¬ 
clical. 

Co-operative Press, Charlotte, N. C. [Cash.] 

The Universal Encyclopedia, 12 or 13 vols., cl. or 
hf. rus., new or second-hand. Must be low priced. 
Pub. bv Appleton. 

Century Dictionary, any binding, cheap. 

World’s Best Histories, 62 vols., any binding. 
Collier. 
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Co-operative Press.— Continued. 

"World’s Greatest Literature, 61 vols., any binding. 
Collier. 

Ridpath, History of World, 4 vols., cheap. 1885. 
Medicology. 

Spargenberg, Steam and Elect. Engineering. 

C. P. Cox, 257 W. 125th St., N, Y. 

Fanchire’s Narrative. 

Burke’s Peerage. 

Catalogues. 

Crotty Bros., Lansing, Mich. 

Set of Ingersoll’s, Robert G., Works. 

Set of Thomas Paine’s Works. 

The Daniels & Fisher Stores Co., Denver, Colo. 

Craftsman, April, 1906. 

Erastus Darrow & Co., 235 Main St., E„ Roches¬ 
ter, N. Y. 

Tupper’s Prose Works. 

Tupper’s Poems, large type. 

Wm. Wesley Cook’s Psychology. 

5 ^. Nicholas, May, Dec., 1879. 

Popular Science Monthly, Nov., Dec., 1901. 

Dawson’s Bookshop, 713 S. Broadway, Los 
Angeles, Cal. 

Universal Masonic Library, vols. 1 and 17. 

Grape and wine culture books. 

A. Deutschberger, 105 4th Ave., N. Y. 

Wiley’s Foods and Their Adulterations. 

DeWolfe & Fisae Co., 20 Franklin St., Boston, 
Mass. 

Barrie ed. Balzac. 

Cones for Camp Fire, Murray. 

Sonja Kovalevsky, Recollections of Childhood. Cen¬ 
tury Co. 

Journal of Marie Bashkirtseff. Cassell & Co. 
Thompson, Electro-Magnet. Spon. 

Ayala’s Angel, Trollope. 

Sam Slick, the Yankee Clock Maker. 

Hist, of'sth Michigan Cavalry. 

Dives, Pomeroy & Stewart, Reading, Pa. 

Genevieve. Pub. by Lippincott. 

Ragnarok, Donnelly. Appleton. 

Dixie Book Shop, 41 Liberty St., N. Y. 

Commercial and Financial Chronicle, vols. 1 to 10. 
Preble’s History of the Flag. 

History Banking in All Nations, vol. 1 only. 
Genealogy Swarthout-Kettlehuyn Families. 

Railroad mtge. pamphlets. 

Dodd, Mead & Co., 372 Fifth Ave., N. Y. 

Stories for Young Folks, by Lydia M. Childs. 

Ave Roma Immcrtalis, Crawford, 2-vol. ed. 

The Green Carnation, by Hichens. 

L. S. Donaldson Co., Minneapolis, Minn. 

Outlines of Cosmic Philosophy, 2-vol. ed. Hough¬ 
ton, Mifflin & Co. 

Collier’s Sorgham. The Robert Clarke Co. 

Chas. H. Dressel, 659 Broad St., Newark, N. J. 
ICash.l 

The Life, Letters and Epicurean Philosophy of 
Ninon d Linclos. 

The Works of Aubrey De Vere. 

Wm. J. C. Dulany Co., 339-341 N. Charles St., 
B&ltimcre, Md. 

Holden, Primer of Heraldry for Americans. 
McClellan’s Own Story. 

Bois’ Indeterminate Sentence. 

Levine, Bibliography of the 18th Century Books. 
W r eems’ Life of Washington. 

Bancroft’s History of the United States. 

G. Dunn & Co., 403 St. Peter St., St. Paul, Minn. 

Songs and Song Writers, Finck. 

Everybody’s Magazine, Sept., 1900. 

Art Journal, Oct., Nov., Dec., 1879. 

Arena. Oct., Dec., 1906. 

St. Nicholas, Nov., 1903. 


E. P. Dutton & Co., 31 W. 23d St., N. Y. 

Genealogy of the Descendants of Thomas Greene, by 
S. S. Green. Dutton, 1858. 

Her Picture, No Name Series. Roberts Bros. 

The Quiet Road, L. W. Reese. II., M. & Co. 

Eaton & Mains, 21 Adams Ave., E,, Detroit, Mich. 

Mary Singleton. 

Course of Time, Robt. Pollok. 

The Eichelberger Book Co., 308 N. Charles St., 
Baltimore, Md. 

Reminiscences of Lady Dorothy Nevill. 

Quaker Soldier. 

Memoirs of Mine, de Remusat. 

Memoirs of Comte de Segur. 

Tissot, Life of Christ. 

Paul Elder & Co., Van Ness Ave. cor. Bush St., 
San Francisco, Cal. 

Iccnoclasm and Whitewash, Irving Brown. 

Green Carnation, Hichens. 

Geo. Engelke, 280 N. Clark St., Chicago, Ill. 

Illinois State Hist. Soc. Pubs., vols. 1, 2, 5, 6. 

Evans-Trueman Co., 213 Dauphin St., Mobile, Ala. 

Mysteries of the Court of London, Geo. Wm. 
Reynolds. 

Young’s Night Thoughts. 

H. W. Fisher & Co., 127 S. 15th St., Phila., Pa. 

Phra the Phoenician, by Arnold. Harper or Burt. 

N. Assoc. Study Epilepsy, vols. 2 and 3. 

Afraja. Pub. by Coates. 

Captain Jenks, by Fitch. Doubleday. 

Wilson’s History Penna. R.R. 

The Savoy illus. Beardsley, 3 vols. 

Beaumont and Fletcher, Pickering ed. 

W. Y. Foote Co., University Block, Syracuse, N. Y. 

New England Magazine for Sept., 1903. 

Forbes & Wallace, Springfield, Mass. 

Dead Selves, by Magruder. Lippincott. List $1.25. 
Francis & Cole Co., 9 E. 22d St., N. Y. 

Geological Survey State N. Y. covering the Marbles. 
Art of Walter Crane, by Connody. 

Pilgrim’s Progress, Truman ed., Cruikshank’s plates. 
Full set of N. Y. Nation. 

Franklin Bookshop (S. N. Rhoads), 210 S. 7th St., 
Phila., Pa. 

Beecher, Henry Ward, Indiana Farmer and Gardener, 
vols. 1-4. 

Free Public Library, Jersey City. N. J. 

Moore, Studies in Dante. Oxford Press. 

W. R. Funk, Agt., Dayton, 0. 

Greek-Eng. Concordance and Green’s Greek-Eng. 
Lexicon, Hudson. 

Funk & Wagnalls Co., 23d St. and 4th Ave., N. Y. 

Library of American Literature, ed. by Stedman T. 
Hutchinson. 

Memoirs of Wm. H. Seward, by Fredk. W. Seward. 
Inebriety or Narcomania, by Norman Kerr. 

Life and Times of Elijah, by Bryant. 

Philip H. Furman Co., 363 W. 51st St., N. Y, 

Gissing, 1st eds. 

Hartley, Essay on Milk. 

Horse racing items. 

Von Holst, History U. S., vols. 6, 7, 8. 

Werner, Universal Encyclopaedia. 

Wm. J. Gerhard, 2209 Callowhill St., Phila., Pa. 

Transactions Amer. Entomological Society, complete 
or odd vols. 

Bulletin U. S. Nat. Museum, no. 19. 

Scudder, Nomenclator Zoologicus. 

Insect Life, complete or odd vols. 

Nuttall, Genera Plants. 

The Goldsmith Book and Stationery Co., 122 E. 
Douglas Ave., Wichita, Kan. 

| Svmonds’ Miscellanies. 
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Edwin S. Gorham, 251 4th Ave., N. Y. 

State Banks and Early Banking in the State of 
Washington, by C. B. Hadden. 

Isaac Hammond, Charleston, S. C. 

Negro Myths of Georgia Coast, Jones. 

Plantation Negro as a Freeman, Bruce. 

Life of Joaquin Murieta. Pub. by DeWitt. 

Any books on or pub. in South Carolina; histories, 
biographies, travel, etc. 

Francis P. & Lathrop C. Harper, 437 Fifth Ava*. 
N. Y. 

Virginia Revised Code, with Supplement, by Hering. 
3 v. 1819-1833. 

Nuttal’s N. A. Sylva, vol. 3, or complete set. Phila., 
1841. 

Hays, Cushman Co., 195 State St., Chicago, Ill. 

Butler’s Old Testament Word Studies. 

Thayer’s Greek-English Lexicon of N. T. 

Young’s Analytical Concordance. 

Stoddard’s Lectures, cl., 12 vols. or more. 

Historians’ History, 2 5 vols., cl. 

Bruno Hessling Co., Ltd., 64 E. 12th St., N. Y. 

Stokes, Margaret, Celtic Crosses. 

Lee, Letters and Lettering. 

Walter M. Hill, 831 Marshall Field Bldg., 
Chicago, Ill. 

Kunz Book on Gems. 

The Chronicles of Clemendy. Machcn, 1888. 
Mantegazza, Physiology of Love. 

Nash, Choice of Valentine. 

Westropp and Wake, Ancient Symbol Worship. 
1875. 

Baker, Chas., Monopolies and the People, 2d ed., rev. 
Putnam. 

Stevenson’s, Robt. Louis, Works, Thistle ed., cheap. 
Paston’s Letters, 3 vols., izmo. 

Green, R. T., Soldiers of the Revolution, Va. Offi¬ 
cers and Privates. Culpepper, Va., 1901. 

Poor’s Manual for i868-’69, i869-’7o. 

Beatrice Cenci. 

Mabie’s My Study Fire, 1st and 2d Series, red el. 
Lligginson, T. W., Procession of the Wild Flowers. 
Janies, Henry, Little Tour in France, large pap. copy. 
Strauss, Life of Jesus. 

First issues of Crawford Series. 

Madeira, Louis C., Annals of Music in Philadelphia, 
ed. by Philip Goepp. Lippincott, 1896. 

Norton, Chas. Eliot, Gothic Architecture. 

Norton, Chas. Eliot, Early Days in Italy. 

Atticus, the Retired Statesman. About 1824. 

Crozier, Early Rappahannock Wills. 

Paul B. Hoeber, 69 E. 69th St., N. Y. 

Pawlaw, Work of the Digestive Glands. Lippincott. 

Hunter & Co., Nashville, Tenn. 

History of Great Events, lif. mor. Hunter & Co. 

Geo. W. Jacobs & Co., 1216 Walnut St., Phila., Pa. 

The Three Kingdoms, by Ballard. 

The Ape, the Idiot, etc. Pub. by J. B. Lippincott. 

William R. Jenkins Co., 851 6th Ave., N. Y. 

Dead Souls, by Gogol. 

Jennings & Graham, 2490 Shattuck Ave., 
Berkeley, Cal. 

Beyond the Grave, Foster. 

E. T. Jett Book and News Co., 806 Olive St., 

St. Louis, Mo. 

Maud Adams, Acton Davis. F. A. Stokes Co. 

P. E. Kubel, 220 S. Broadway, Los Angeles, Cal. 

Prisoners of Russia, Howard. 

Hittell’s History of California. 

Lorenzo di Medici, Edith Thomas. 

Niel Morrow Ladd Co., 646 Fulton St., 
Brooklyn, N. Y. 

Brockett’s Life and Times of Lincoln. 

Complete Report of Beecher’s Trial in 1875, 2 vols. 


Niel Morrow Ladd Co.— Continued. 
Schoolcraft’s Indian Races, 6 vols. ed., vol. 5 only, 
any binding. 

R. S. Lanier, 136 W. 44th St., N. Y. 

Moody’s Manual, 1907. 

Stevenson, The Bottle Imp. 1891. 

Charles E. Lauriat Co., 385 Washington St., Boston. 

Martin’s France, 3 vols., E. & L. ed., with Index; 
also 30 nos. of same. 

Nature’s Serial Story, by E. P. Roe, octavo, illus. by 
Gibson. Harper & Bros., about 1886. 

Poems of Samuel Lover, i2mo. Little, Brown & 
Co. 

Nights With Uncle Remus, 1st ed.. Frost’s illus¬ 
trations. 1895. 

Uncle Remus and His Friends, 1st ed. 

Omar, the Tent Maker, N. H. Dole. Page. 

Pen Drawings and Pen Draughtsman, Pennell. Mac. 
Coinage of the World, Matthews. 1876. 

Seedtime and Harvest, 2 vols. 

Alfred Austin’s Garden I Love, 1st ed. 

Lemcke & Buechner, 11 E. 17th St., N. Y. 

Botany of the United States Exploring Expedition 
Under Charles Wilkes, U. S. N.: Phanerograms, 
by Asa Gray; Ferns, by Breckinridge. Phila., 
about 1854-5. 

Edward E. Levi, 820 Liberty St,, Pittsburg, Pa. 

W. D. Scott, Theory of Advertising. Boston, 1903. 

Lexington Book Shop, 730 Lexington Ave., N. Y. 

Simms, History of Schoharie County. 

Lafcadio Hearn Association books. 

Julian’s Dictionary of Hymnology. 

Gtto, Naturalism and Religion. 

Child, Lydia M., Hobomok. 1821. 

Library of Congress, Washington, D. C. 

Fawcett, W., Washington as a Churchman, Religious 
Life of Our Great Americans, vol. 1. Cleveland, 
1899. 

Library of Haverford College, Haverford, Pa. 

Gcethe’s Works, Cotta’s 8° ed., vols. 3, 6,. 16, 17, 
18, or whole set. i866-’68. 

Schiller’s Works, Cotta’s 8° ed., i362, vol. 7. 

Library of the Univ. of N. C., Chapel Hill, N. C. 

Barnard's American Journal of Education , vols. 
12-31. 

Economic Journal, London, vols. 1-12. 

Quarterly Journal of Economics, vols. 1, 3. 

School Review, vol. 1, nos. 2, 3, 5, 7, 10, or whole 
vol.; vol. 2, nos. 1, 3; vol. 5, 110s. 8, 9; vol. 12, 
nos. 5, 6, 7. 

Library Supreme Council, 33°, 3d and E Sts., 
N. W., Wash., D. C. 

Dr. Devine and the Devil. 

Keckethorne’s Secret Societies. 

Franklin’s Masonic Work. 1734, or reprint. 

Bacon, Shakespeare and Rosicrucians, Wigston. 

The Lincoln Book Store, 1126 0 St., Lincoln, Neb. 

Buddhism, etc., T. W. Rhys-Davids. Putnam. 

Little, Brown & Co., 254 Washington St., Boston. 

Dead Citizen, D’Annunzio. 

Fatal Gift Beauty, Elizabeth Robins. 

Geo. Mandeville’s Husband, Elizabeth Robins. 

The New Moon, Elizabeth Robins. 

Patterson, Contracts in Restraint of Trade. 

Son of Old Harry. 

Trevelyan’s The American Rev., original ed. 

R. I. Reports, vols. 8, 9, 13, 14, 17-21, 26, 27. 

B. Login & Son, 1328 Third Ave., N. Y. 

Addison, Diseases of the Lungs. New Sydenham 
Soc. 

Rhazes, Smallpox. Old Sydenham Soc. 

Adams. Life of Hippocrates. Old Sydenham Soc. 
Sydenham’s Life. Old Sydenham Soc. 

Felt, Insects Injurious to Forest Trees. 

Louisville Free Public Library, Louisville, Ky. 

Pennsylvania Archives for the State of Pennsylvania. 
D. A. R. Lineage Book. 

Works on how to grow palms. 

A. L. A. Booklist, vol. 3, nos. 3, 4. 
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Louisville Free Public Library. — Continued. 
d’Albertis, Travels in New Guinea. 

Wallace, A. R., On the Amazon. 


Old Corner Book Store, 27 Bromfield St., 
Boston, Mass. 

Gibson Pictures From Dickens. 

Noblesse Oblige. 

Stcrer, Agriculture, vol. 3. 

Leopardi, G., Poems, tr. by Townsend. 18S7. 


Lowman & Hanford S. and P. Co., 616 1st Ave., 
Seattle, Wash. 

Garland, Life of John Randolph. 

John Jos. McVey, 1229 Arch St., Phila., Pa. 

Lanzi’s History of Painting, 3 vols., Bohn Library. 

Henry Malkan, 6 Beaver St., N. Y. 

Kirby’s New England. 

Hearn’s The Goblin Spider, Japanese fairy tale, 
crepe pap. 

Thcieau. set, leather bound. 

American I'istiana. 

Henry Malkan, 18 Broadway, N. Y. 

Life of William Poole. 

N. Y. City Directories, 1906 and ’07. 

Greater N. Y. Business Directory, 1906. 

Genealogy: Steele Family, Starr Family, Root Fami¬ 
ly, Peck Family. 

Henry Malkan, Hanover Sq., N. Y. 

New York Register of Colonial Dames. 

Sixteen Crucified Saviours. 

Nature Library. Doubleday, Page & Company. 
Ellictt’s Old Court Life in France, i-vol. ed. 1871. 

G. E. Merritt, 277 Middlesex St., Lowell, Mass. 
LCash.-] 

The Tropical and the Arctic World. 

History of Hingham, Mass. 

New Hampshire Laws, 1761. 

Belknap’s Hist, of N. Hampshire, vol. 2. 

Gleason’s Piet. Magazine. 

Methodist Book and Publishing House, Wesley 
Buildings, Toronto, Can. 

Set of Literature, Science and Art as issued by 
the St. Louis Exposition Authorities. 

The Art of Living, by Samuel Smiles, and others. 
Formerly issued by Lothrop. 

William H. Miner, Cedar Rapids, la. 

Plist. of Van Buren and Henry Cos., Ia. 

Campbell, A., Memoirs of Thos. Campbell. 

N. F. Morrison, 314 W. Jersey St., Elizabeth, N. J 

Bancroft’s History of the U. S., 6 vols. 1876. 
Rockland County, N. Y., history, any. 

Rupp’s Origin of Surnames. 1856. 

Scharf, History of Western Maryland. 1882. 


E. H. Otting, Warren, 0. 

Hidalgo, C., Guide to Mexico. W. R. & Co. 

Wilde, De Profundis. 

Welles, Lincoln and Seward. 

Burke, Edmund, Works. L., B. & Co. 

New I. Encyclopedia, hf. rus., 17 or 21 vols. 

The Pafraets Book Co., Troy, N. Y. 

Peloubet’s Notes, 1897-1902. 

Story of Liberty, Coffin. 

W. Millard Palmer Co., 20 Monroe St.. 
Grand Bapids, Mich. 

Lisbeth, Good and Evil Spirit. 

Century Cyclopedia of Names. 

Le Gendre de M. de Poirier. Angier. 

C. C. Parker, 220 So. Broadway, Los Angeles, Cal. 

A Social Departure, Duncan. 

Lord Fairfax, historical novel. 

Any of Mark Twain’s Works, original lllus. ed., 
black cl. 

Kabbalah Unveiled, Mather. 


Patterson & MacTaggart, Port Huron, Mich. 

Pathology of the Nervous System, Ford Robertson. 
Straining of the Nervous System, Pollock. 


E. R. Pelton, 19 E. 16th St., N. Y. 

Wormley, Micro-Chemistry of Poisons 
U. S. Pharmacopoeia, 1890 ed. 


Pfister Bookbinding Co., 141 E. 25th St., N. Y, 

The Shenandoah; or, the Last Confederate Cruiser, 
by Cornelius E. Hunt. Pub. N. Y., G. W. Carle- 
ton & Co.: London, S. Low, Son & Co., 1867. 


Philadelphia Magazine Depot, 326 N. 10th St., 
Phila., Pa. 

Job lots of rare and out of print magazines; also 
transactions, proceedings and collections of societies, 
at low prices for cash. 


Pierce & Zahn, 633 17th St., Denver, Colo. 

Hall’s Modern English. 

Morris, Outlines of English Accidence. 

Earle, Philology of the English Tongue. 
C'liphant, Standard English. 

Brown, Complete Herbalist. 


F. A. Nast, Box 959, N. Y. City. 

Madame Bovary, in English. 

Charles A. Dana’s Addresses. 

W. W. Nisbet, 12 S. Broadway, St. Louis, Mo. 

La Follette, Contes et Nouvelles. 

The Philistine , any odd nos. in the first 4 vols. 


Piesbyterian Board of Pub., 192 Michigan Ave., 
Chicago, Ill. 

History of European Morals, Lecky. 

Father Ryan’s Poems. 

Hcyt’s Encyclopedia of Prac. Quotations. 

Life of David B. Updegraph. 

Life of Lady Maxwell. 


Ernest Dressel North, 4 E. 39th St.. N. Y. 

Aldrich, Story of a Cat, 1 at ed. 

Aldrich, Two Bites at a Cherry, 1st ed. 

Aldrich, Marjorie Daw, 1st ed. 

Clough Poems, i6mo, blue and gold. Ticknor & 
Fields. 

Stevenson, Macaire. First American issue, 1892. 
Stevenson, John Nicholson. New York, 1888. 
Stevenson, In the South Seas. New York, 1896. 
James, Henry, Watch and Ward. Boston, 1878. 
ames, Henry, Roderick Hudson. Boston, 1876. 
ames! Henry, Princess Casamassima. London and 
New York, 1886. 

Nuttall, Manual of Ornithology, 2 vols., boards. 
Boston, i8$2-’34. 

Havard, Dictionnaire d’ Ameublement, 4 vols. 
Dickens’ Works, Library ed., 30 vols. iS 66 -’ 6 g. 
Jacquemart, Histoire de la Ceramique. Paris, 1875. 
Century Dictionary, hf. mor. 

Nunn & Co., 227 N. Howard St., Baltimore, Md. 

Hardy, Tess of the D’Urbervilles, 3 vols., early ed. 

David Nutt, 57 Long Acre, London, W. C., Eng. 

Psychological Bulletin, vol. 2, no. 4. 

Psychological Review, vol. 2, no. 4. 


Public Library, Jacksonville, Fla. 

The mas, Sweden and the Swedes. 

Lummis, Man Who Married the Moon. 

Whitley, Every Girl’s Book of Sports. Dutton. 
Compton, Snow Bird and Water Tiger. 

Sturges, Guide to the Game of Draughts. 

Public Library, San Francisco, Cal. 

Hittell, J. S., History of California, 4 vols. 

Kelly, Jas., American Catalog of Books, 1861- 71, 
2 vols * . „ 

Roorbach, O. A., Bibliotheca Americana, 1820- 61, 
4 vols. 

G. P. Putnam’s Sons, 27 W. 23d St., N. Y. 

Lewis, National Consolidations R.R. of U. S. 

Filon, English Stage. 

Dayton, Last Days Knickerbocker Life. 

Century Atlas. 

Century Dictionary. State date. 

Baker, Guide to Fiction. 

Tolstoi, My Husband and I. 

Bastiat. Sophisms of Protection. 

Gogol, Dead Souls. 

De Long, Voyage of the Jeanette. 

Tchernychewsky, What’s to be Done. 








826 


The Publishers’ Weekly. 


[ No . 1880] Feb . 8, 1908 


BOOKS WANTED.—Continued. 


R. Rayson, 90 High Road, Chiswick, London, W., 
England. [ Cash.] 

Bcoks on tobacco and smoking. 

Bernard Shaw, 1st eds., any. 

Long Livers. 2 722. 

Elias Asbindes’ Diary. 1717. 

H. Taylor Rogers, Asheville. N. C. [Cash.] 
Tapper's Proverbial Philosophy. 

Rohde & Haskins Co., 16 Cortlandt St., N. Y. 

Microscopy for Beginners. Stokes. 

Songs of the War, Boker. Lippincott. 1864. 

Life of Mine. De Stael. 

2 Closet and Altar. Pilgrim Press. 

Century Book of Names. 

Rcsenbach Co., 1320 Walnut St., Phila., Pa. 

Stevenson, Robt. L., The Black Arrow. New York, 
1888. 

Stevenson, Robt. L., Four Plays, Limited ed. Lon¬ 
don, 1896. 

Stevenson, Robt. L., To the Thompson Class Book 
Club. 

Stevenson, Robt. L., We Found Him as We Left 
Him. 

Stevenson, Robt. L., Penny Whistles. 

The New Century Magazine, London, for Oct., 1879. 
The Outlook for Feb. 19, 1898. 

Weir of Hermiston, Scribner ed. 

Saint Ives, Scribner ed. 

Any 1 st editions, autograph letters or manuscripts 
of Robert L. Stevenson. 

J. Francis Ruggles, Bronson, Mich. 

Murray’s English Reader, several copies. 

The True Benedict Arnold. 

W. S. Rusk, 604 Eighth Ave., N. Y. 

For the Term of His Natural Life, by Marcus 
Clarke. 

Works of J. Jennings, author of Widow McGoogan. 
High Class Men. 

Julia’s Diary. 


Rev. E. L. Shettles, Calvert, Texas. 

Letters From an Early Settler of Texas, W. B. De 
Wees. 

Advance and Retreat, J. B. Hoods. 

Sibley, Lindsay & Curr Co., Rochester, N. Y. 

Wife Number Nineteen, by Ann Eliza Young. 

The White Cowl, by James Lane Allen. 

J. C. Sickley, Poughkeepsie, N. Y. 

Teachers ’ Magazine , Dec., 1907. 

John Skinner, 44 N. Pearl St., Albany, N. Y, 

Autograph letters of the signers of the Declaration 
of Independence. 

J. R. Smith & Co.. 22 E. 21st St., N. Y. 

Edinburgh ed. of Waverley Novels, vol. 46, Millet 
imprint. 

The Smith Book Co., 143 E. 4th St., Cincinnati, 0. 

Pierre Louys, Aphrodite, Eng. trails. 

Aphrodite, by Louys, in English. 

Smith Bros., 462 13th St., Oakland, Cal. 

Messages of the Presidents. 

A. H. Smythe, 43 S. High St., Columbus. 0. 

Tales of the Ocean, by J. S. S. Pub. 40 years ago. 
History of Licking Co., Ohio. 

Sou. Book Concern, 71 Whitehall St., Atlanta, Ga. 
[Cash.] 

Century Diet. Atlas, vol. 10. 

Set of Stoddard’s Lectures, 13 or 14 vols., hf. mor. 
Fred Spenceley, 26 Music Hall Bldg., Boston, Mass. 
Allen, R. Hinton, Star Names and Their Meanings. 

Speyer & Peters, Medical Booksellers, 
Berlin, N. W. 7, Ger. 

Annals of Surgery, 1906; Jan. to April, ’07, 

Journal of Physiology, sets. 

Jastrow, Religion of Babylonia and Assyria. 

Lewin, Treatise on Law of Trusts. 

American Catalogue, i900-’04. 

Revue metaphysique, set. 


St. Paul Book and Stationery Co., St. Paul, Minn. 

•Dawn of Civilization, Maspero. 


Theo. E. Schulte, 132 E. 23d St., N. Y. 

Sam. Jones’ Sermons. 

A Faith for To-day, R. J. Campbell. 

Preachers’ Homiletic Commentary, New Testament 
only. 

The Bible Story, 5 vols. Pub. by King, Richardson 


Ercyclopedia Britannica, vol. 14, Werner ed., cloth 
binding. 

Journal of the American Oriental Society. 

Eiblical Illustrator: St. John, vol. 3; Romans, 2 vols.; 
1st and ad Peter, John and Jude, Revelations, 
Index vol. 


E. Steiger & Co., 25 Park Place, N. Y. [Cash.] 

Maitland, Justice and Police. 

Vigfusson and Power, Corpus Poeticum Boreale. 
Cox, Military Reminiscences of the Civil War. 
Henry Bradshaw, Collected Papers. 

Theophrastus, Characters, by Jebb. 

47th Annual Report of the Superint. of Insurance of 
the State of New York, pt. 2. 

Abbot Ezra, Literature of a Future Life. 1869. 

Henry Stevens, Son & Stiles, 39 Gt. Russell St., 
London, Eng. 

Nezv Harmony Gazette, no. 49 to end, 1826-8. 

The Free Enquirer, New York, i828-*32. 

De Smet, Oregon Missions. N. Y., 1847. 


John E. Scopes, 63 Maiden Lane, Albany, N. Y. 

Cooper, Deerslayer. Stringer and Townsend, 1856. 
LittelVs Living Age, vols. 20 88, inch 
Magazine of American History, 1877; Feb., April, 
July, ’83; March, 1893. 

Simms, Frontiersmen of New York, vol. 1. 

Scrantom, Wetmore & Co., Rochester, N. Y. 

Dow’s Composition. 

Wilson’s Mem. History City New York, 4 vols. 
Waverley Novels, T. & F. ed., 48 vols., brown cl., 
odd vols. 

Century Dictionary Atlas. 

Parkman, Old Library ed., brown cl., odd vols. 

John V. Sheehan & Co., 178 Woodward Ave., 
Detroit, Mich. 

4 copies Rand, McNally’s Subscription Atlas, 1907 ed. 


Strawbridge & Clothier, Philadelphia, Pa. 

Havard’s Dictionnaire de l’Ameublemcnt. 

Students’ Law Book Ex., 24 Bromfield St., Boston, 

Tower, Catalogue Colonial Laws. 

Colonial Charters, Acts and Laws. 

Mass. Supreme Court Reports, odd vols. 

White’s Digest Mass. Laws, vols. 2, pt. 2. 

Vermont Reports, N. Chipman, 59 to 66. 

Theosophical Pub. Co., 244 Lenox Ave., N. Y. 

Hermes Trismigistus. 

Otto Ulbrich Co., 386 Main St., Buffalo, N. Y. 

Sketches of the Irish Bar, Shields. 

The United Presb Bd. of Pub., Pittsburg, Pa. 

Breinner’s Phophecy. 


R. E. Sherwood, 48 Maiden Lane, N. Y. 

Makers of the Nation, G. Millet. Dodd, Mead Co. 
Slaves of Paris, Gaboriau. Laird & Lee. 

Staley’s National Religion. Gorham. 

Amber’s Rosemary and Rue. Rand, McNally. 

The Names of God, Andrew Jukes. 

The New Man and Eternal Life, Andrew Jukes. 
Savage’s My Official Wife. Home. 


H. D. Utley, 236 State St., New London, Conn. 

Billings’ Ventilation and Heating. McGraw. 

Lyall’s Donovan. Appleton. 

Duncan’s Social Departure. Appleton. 

D. Van Nostrand Co., 23 Murray St., N. Y. 

Ganot, Physics, ed. of 1883. 
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T. B. Ventres, 590 Fulton St., Brooklyn, N. Y. 

Dr. Baedeker, His Works, in rus. 

M. A. Vinson, 205 Caxton Bldg., Cleveland, 0. 

Larsson, Teachers’ Sloyd Manual. 

Solomon, Teachers’ Handbook of Sloyd. 

Foster, Electrical Engineers’ Pocket-Book. 

Gould, Elements of Water Supply Engineering. 

Price and Johnson, Home Building ancl Furnishing. 
Tracy, Handbook of Sanitary Information for House¬ 
holder. 

Hampton, Nursing: Its Principles and Practice. 
Sternberg, Infection and Immunity. 

Lodge, Signalling Across Space Without Wires. 
Blc.xam, Chemistry for Engineers and Manufacturers. 
Chilton-Young, Home Carpentry for Handy Men. 
Hcrner, Principles of Pattern Making. 

Fletcher, Carpentry and Joinery. 

Arts and Crafts Exhibition Society. 

Anderson, Architecture of Greece and Rome. 
International Studio, March, April, 1903; May, ’04; 
Feb., June. ’05. 

House and Garden , vol. 1, no. 3. 

Edwin C. Walker, 244 W. 143d St., N. Y. 

A. L. A. Booklist , vol. 3, no. 2, 3, 4. 

Bulletin of Bibliography, vol. 4. 

Walker & Stonestreet, 29 W. 42d St., N. Y. 

History of India, 9 vols. 

Hall and King, History of Egypt. 

John Wanamaker, New York. 

Closet and Altar. Pub. by Pilgrim Press. 

John Wanamaker, Philadelphia. 

GuStavus Adolphus, by Stevens. 

Night of St. Bartholomew Massacre. 

Ragnarok; or, the Age of Fire and Gravel, by 
Ignatius Donnelly. 

Inner Way, 36 Sermons for Festivals, ed. by Hutton. 
Three Friends of God, by Johan Tauler. 

Mclineaux, Israel’s Future. 

Molineaux, World to Come. 

Buchanan, Robert, Poems. 

J. R. Weldin & Co., 429 Wood St., Pittsburgh, Pa. 

Ray’s Principles of Political Economy. 

William Wesley & Son, 28 Essex St., Strand, 
London, Eng. 

U. S. Geological .Survey, Monograph 12, with Atlas. 

M. J. Whaley, 430 Fifth Ave., N. Y. [Cash.] 

Attic Philosopher in Paris, trans. by Souvestre. 
Maxwell Parrish Calendar, 1908. 

Century of Misquoted Quotations. 

Letters of Women, Marcel Provost. 

Meg the Lady. 

Heart of Darkness. 

Whitney & Grimwood, Colorado Springs, Colo. 

Adventures of Tom Sawyer, old ed., blue cl. 

Thomas Whittaker, 2 Bible House, N. Y. 

Perry’s Church History, 2 vols., 8vo. 

Works of Jeremy Taylor. 

Bull’s Works. 

Cicero, On Old Age, English trans. 

Abercrombie, On Intellectual Powers. 

Wilder’s Old Curiosity Shop, Saratoga, N. Y. 
[Caj/i.] 

Explorations and Surveys for a Railroad Route 
from the Mississippi River to the Pacific Ocean, 
vol. 2 f General Report, War Dept, i860. 

A Concise and Impartial History of the American 
Revolution, vol. 2 only, by John Lendrum, Boston, 
printed. Trenton, reprinted and pub. by James; 
Gram, 1811. 

Authentic History of the Second War for Inde- 
j.endence, Sam’l R. Brown, vol. 2 only. Auburn, 
pub. by J. G. Hathaway, 1815. 

Portraits, Memoirs and Characters of Remarkable 
Perslons, vols.3 and 4, calf pref. James Caufield. 
Pub. London, 1891* by H. R. Young. 

Acerti’s Travels in the Years 1798 and 1799., voj. i v 
London, 1802. A '■ C \ 


Wilder’s Old Curiosity Shop.— Continued. 

War Between the States, Alex. II. Stephens, vol 2, 
sheep. 1868. 

Recollections of a Lifetime, S. G. Goodrich, vol 2. 
red cl. 1856. 

J. W. Williams, 1632 Walnut St., Phila., Pa. 

Savage’s Genealogy. 

Goodwin’s Notes. 

Hinman s Actors of the American Revolution. 

Must be in good order and clean. 

Williams Book Store, 533 Main St., Worcester, 
Mass. [Cash.] 

? et ~° C St , oddard Lectures, 14-vol. eds. in any binding. 
I. C. S. books, anything. 

Libraries of technology, all numbers. 

Mechanical books, anything. 

Masonic books, quote anything. 

Rubaiyat of Omar Khayyam, all eds. 

I. C. S. pocket memorandas. 

U. S. # and foreign postage and revenue stamp col¬ 
lections. 

Philatelic Periodical, in complete files, bound or un¬ 
bound. 

Rubaiyat of Omar Khayyam. Quote various editions. 
Stoddard s Lectures, vol. 14, one each in cl., Va lealh. 
Y\ and full mor. ’ 

Wilmington Inst. Free Lib., Wilmington, Del. 

Lamp, Jan., 1905. 

National Prison Association, Proceedings, 1899. 

W. H. Ziesanitz, Hudson, N. Y. 

Sam’l Johnson, Complete Works, early eds. 


BOOKS FOR SALE. 


Arthur M. Allen, 454 Fulton St., Troy, N. Y. 

Rankine’s Applied Mechanics, new. $2.80 per copy. 
Encyclopedia Britannica, Peale reprint, 25 vols. $10. 
Franklin and Williamson’s Alternating Currents, 
new. $1 per copy. 

Works of Robert G. Ingersoll, 12 vols., Dresden ed., 
hf. levant. $20. 

Baltimore Book Co., 8 E. Lexington St., Balti¬ 
more, Md. 

Kercheval’s History of the Valley of Va. $1.50. 
Jones’ History of Dorchester Co., Md. $2. 
McSherry’s History Maryland. $2. 

Brooklyn Institute Museum Library, Eastern 
Parkway, Brooklyn, N. Y. 

Warming, Eug., Handbuch der Systematischen Bo- 
tanik. Berlin, 1890. 

Dagnall, P. 0. Box 153, Brooklyn, N. Y. 
Our American Hash, Love is in the Stomach, hu¬ 
morous, cl. The two $1, mailed. 

International News Co, 83 and 85 Duane St., N. Y. 

.Encyclopaedia Britannica, new Werner ed., with new 
American Supplement, 30 vols. 1904. New. 

A. Kuttner, 297 Bowery, N. Y. City. [Cash.] 

S Lydekker,. Natural History, 6 vols., cl, nearly new. 

. $6 net 

5 Successful Men of America, 2 vols., hf. mor., new. 

N. Y. Tribune, pub. $3 del’d. 

International Cyclopedia. 15 vols., rebound, sheep, 
good. 1890. $7.50 net. 

Rhode Island News Co., Providence, R. I. 

Set of Darl'ey Cooper, 32 vols., original cloth binding. 
N. Y., W. A. Townsend & Co., 1861. In perfect 
condition with exception of 2 vols., which are 
f sdightly damaged and soiled, but whole. 

H. F. Standerwick, care of F. H. Revell, 

158 5th Ave., N. Y. 

Old Streets of N. Y. Under the Dutch a pamphlet 
read .-before the N. Y. Historical- Soc. June 2, 
1874, by James W. Gerard. 

Bancroft’s History of the U. S., 10 vols.-, hf. calf. 
Benton’s Thirty Years’ View, 2 vols., hf. calf. 
Bethune’s Lectures on Catechism, 2 vols. 

Valp/s Shakespeare, 15 vols., leath. Lond., 1832. 
Huntingdon’s Works, 6 vols., cl. London. 

Burke’s Works, 8 vols., hf. calf. London. 
Methodist Magazine, London, 1811, ’12; *13. 
Army^qf the Potomac, by Swinton, 1 vol. 
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WANTED.—Ambitious and energetic young man fa¬ 
miliar with details of subscription business. Will be 
•required to organize field force of agents for dis¬ 
tribution of popular priced subscription works. Com¬ 
pensation largely based on commission. Apply by 
letter only, giving references. Cassell & Company, 
43 East 19th St., New York. 


SITUATIONS WANTED. 


SHIPPING CLERK AND PACKER, with io years’ 
experience in wholesale and retail book house, 
wishes to make a change. Address J. M. A., care of 
Publishers' Weekly, New York. 


EXPERT publishers’ manufacturing manager wishes 
to make a change. Has had many years’ experience 
in high-class book manufacture. Address “Manager, 
care of Publishers' Weekly, New York. 


REPRESENTATIVE of prominent publisher mak¬ 
ing Southern States and Pacific Coast will be glad 
to consider additional line on commission. Address 
X. L., care of Publishers' Weekly, New York. 


A THOROUGH BOOKMAN, with successful record 
of sixteen years as buyer and manager, manufacturer, 
with some experience as traveller and acquaintance 
with the best trade, desires a change of employment 
for personal reasons; is forty years of age, strong 
and vigorous—married. Willing to start at living 
salary, if good prospects for advance. Best of 
references from present employers. Address A. M. 
Z., care of Publishers' Weekly, New York. 


A BOOKMAN of much experience, now employed 
but desirous of change, would like to consider an offer 
from some one of the younger and more enterprising 
of the well established publishing houses selling to 
the trade. Will consider only an offer as head sales¬ 
man, sales manager or advertising manager. If made 
sales manager, with only the most important terri¬ 
tory to cover, would undertake to manage the adver¬ 
tising department. Only a first class position will 
be considered, together with the opportunity of secur¬ 
ing an interest in the business. Address R. M. S., 
care of Publishers' Weekly, New York. 


COPYRIGHT NOTICES. 


Library of Congress, *| 
Office of the Register of Copyrights, f 
Washington, D. C. J 

Class A, XXc, No. 197847.—To wit: Be it remem¬ 
bered, That on the 29th day of January, 1908, Web¬ 
ster Wells, of the United States, hath deposited 
in this office the title of a book, the title of which is 
in the following words, to wit: “University Algebra. 
Designed for the use of Schools and Colleges. Pre¬ 
pared by Webster Wells, S.B. D. C. Heath & Co., 
Boston, 1906,” the right whereof he claims as author 
and proprietor in conformity with the laws of the 
United States respecting copyrights. 

( Signed) Herbert Putnam, Librarian of Congress. 

By Thorvald Sol perg, Register of Copyrights. 

In renewal for 14 years from April 29, 1908. 


Library of Congress, 1 
Office of the Register of Copyrights, V 
Washington, D. C. J 

Class A, XXc, No. 108754.— To wit: Be it remem¬ 
bered, That on the 15th day of January, 1908, Mrs. 
Georgie Sheldon Downs, of Newton Center, Mass., 
hath deposited in this office the title of a book, the 
title of which is in the following words, to wit: 
“Sibyl’s Influence; or, Love’s Hardship. By Mrs. 
Gcorgie Sheldon. New York, Street & Smith,” the 
right whereof she claims as author and proprietor 
in cc nformity with the laws of the United States 
resi'ccting copyrights. 

(Signed) Herbert Putnam, Librarian of Congress. 

By Thorvald Solberg, Register of Copyrights. 

In renewal for 14 years from June 29, 1908. 


Library of Congress, ) 
Office of the Register of Copyrights, f 
Washington, D. C. J 

Class A, XXc, No. 194360.—To wit: Be it remem¬ 
bered, That on the 16th day of December, 1907,. 
Kate V. Campbell, of Cleveland, Ohio, hath deposited! 
in this office the title of a bool^ the title of which 
is in following words, to wit: “Campbell’s Economic 
School Register, containing a monthly and annual 
report. By M. S. Campbell,” the right whereof 
she claims as proprietor in conformity wilh the laws- 
of the United States respecting copyrights. 

(Signed) Herbert Putnam, Librarian of Congress. 

By Thorvald Soiberg, Register of Copyrights 

In renewal for 14 years from January 8, 1908. 


BUSINESS FOR SALE. 


FOR SALE.—$2500 stock of books, stationery and. 
pictures. No shopworn goods. Fine location. Rea¬ 
sonable rent. High class trade. A cash proposition. 
Other business interests demand time. Address 
Strictly Business, 1009 Mission Street, South 
Pasadena, Calif. 


THE YOUNG CHURCHMAN CO., Milwaukee, 
Wis., wish to sell their local retail business, and. 
propose hereafter to confine themselves to their 
publishing and mail order business in theology. It 
is a fine opportunity. Stock now low, fixtures for 
sale, store popular. Consult any of the book, 
travellers. 


SPECIAL NOTICES. 


AMERICAN Magazine Exchange, St. Louis, Mo. 


BACK NUMBERS OF MAGAZINES supplied by 
Henri Gerard, 83 Nassau St., New York. 


BACK vols. and nos. of magazines supplied. Phila¬ 
delphia Magazine Depot, 326 N. 10th St., Phila., Pa. 


THE BOSTON BOOK COMPANY, Boston, Mass. 

Complete files and back volumes of magazines. 


TELEGRAPH CODES 


4 B C Code. 5th Edition. English. Net $7.0G< 

ABC Code. 5th Edition. Spanish . “ 8.0©> 

ABC Code. 4th Edition . “ 5.©O' 

A 1 Code. “ 7.50' 

More Inc A Neal Code. “ 5.00' 

Bedford-MeNlell Code. “ 6.00 


Large and small codes of all kinds. Send for list. 
Discount to the trade only. 

AMERICAN CODE COMPANY, S3 Namu St., N.Y.CIty 


B OOKS.—All out-of-print books supplied, 
no matter on what subject Write us.. 
We can get you any book ever published'. 
Please state wants. When in England calfl 
and see our 50,000 rare books. BAKER'S 
GREAT BOOKSHOP, 14-16 John Bright 
Street Birmingham, England. 


(XSTABLZaaKB 1868) 

C. D. CAZENOVE A SON 

Solicit Agency Business from Amer¬ 
ican Publishers and Booksellers 
Miscellaneous orders for Books and Periodicals 
handled economically and promptly. Shipping 
and forwarding attended to. 

>4 Henrietta St., Caveat Oardes, Leadoa, Baglaa* 
Cables: Eikon, London. 


FIRST EDITIONS OF MODERN AU¬ 
THORS, 

including Dickens, Thackeray .Lever, Ainsworth, Steven¬ 
son, Jefferies, Hardy. Books illustrated by G. and R. 
Cruikshank, Phiz, Rowlandson, Leech, etc. The largest 
and Choicest Collection offered for Sale in the world. 
Catalogues issued and sent post free on application. 
Books bought. -WALTBB T. 8PENOKB, »7 
Maw Sxferd BC., W. €.« Lsadaa, Englaad 
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Prizes for Window Displays 

of American Standard Bibles 


T O encourage thought and originality in the preparation of displays 
of .American Standard Bibles, and to demonstrate the value of 
American Standard Bible exhibits in show windows as an 
advertising medium, we will offer a series of prizes for the best ten 
window displays made by booksellers and their clerks for the Easter 
season of 1908. 

E The displays are to be made in your own windows by yourselves or 
3 r our clerks at any time between March 15 and April 15. There 
is no limit as to the number of displa)'s each bookseller may make. 

2 * The articles displayed are to be American Standard Bibles and 
Testaments'with appropriate signs and literature. 

3. Photographs (at the competitor’s expense) to be at least 8x 10 
inches in size, are to be sent to us not later than one week after 
Easter Sunday, and marked “For Competition.” Photographs 
showing different views may be sent if the competitor thinks it 
desirable. With the photograph a description and explanation of 
the exhibit may be sent. 

4* In judging the merits of the display, the judges will consider 
practicability, appropriateness, neatness, artistic effect, business- 
bringing qualities, originality, ingenuity, cost, etc. Moving dis¬ 
plays will receive especial attention. 

5. The prizes will be awarded ,(as soon after Easter Sunday as pos¬ 
sible) by a committee of expert and disinterested judges, and the 
result announced in The Publishers' Weekly , with a reproduction 
of the window awarded the first prize. 

6, Notice of intention to enter competition must be made by March 1 . 
Upon receipt of this notice we will send, at our expense, show 
cards, booklets and literature bearing on the American Standard 
Bible. 


1st Prize.. $50.00 

2d 44 . . 25.00 


3d Prize. $15.00 

7 Prizes. 5.00 each 


i 


THOMAS NELSON & SONS 

February, 1908 37 East 18th Street, New York 
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C. F. LIBBIE & CO. 

auctioneers of Xiterarp flSropertff 

Special Facilities for the Sale by Auction of 
BOOKS, MANUSCRIPTS, AUTOGRAPHS 
ENGRAVINGS, COINS, STAMPS, OLD BLUE 
CHINA & BRIC-A-BRAC, ANTIQUE FURNITURE 
OR SPECIAL COLLECTIONS OF ANY KIND 

Large or small lots received at any time. Correspondence 
solicited 


646 WASHINGTON STREET - BOSTON, MASS. 

ESTABLISHED 1878 


IF YOU WANT 


the best weekly list of New Books 

_ published in Great Britain and 

Ireland, with titles, sizes, prices and publishers, subscribe to The 
Publishers 1 Circular and Booksellers’ Record, published 
weekly at St. Dunstan’s House, Fetter Lane, London. Post free for 
52 weeks for $3.25. Specimen copy free on application. 


IF YOU WANT 


to obtain out of print and scarce 
works about America, or on any 
other subject, subscribe to The Publishers’ Circular (see previous 
paragraph for particulars). All annual subscribers have the privilege 
of a gratis advertisement weekly in the Books Wanted columns. On 
an average over 2,000 Books Wanted and For Sale are advertised 
for every week in The Publishers’ Circular. 


IF YOU WANT 


to know what new books are 
coming out in the United Kingdom 
you should subscribe to The Publishers’ Circular. For terms, 
etc., see first paragraph of this advertisement. Specimen copy free 
on application. 
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Telephone 1553 Franklia, NEW YORK. 


Gstimatos SPromptJy J'urn is A od. 


Printers to THE PUBLISHERS' WEEKLY 



SEND 

FOR 

SAMPLES 


BEST 

CORNER 

MADE 


WILLIAM R. JENKINS CO. 


FRENCH 

and other foreign 


851 and 853 Sixth Ave 


BOOKS 

also Veterinary 
Books. Works 
treating on Hoises, 
Cattle, Dogs, etc. 


N. W. Cor. 48th Street 

NEW YORK 

SEND A OR CATALOGUES 


MAGGS BROS., 


109 STRAND, 
LONDON, W C., ENGLAND, 
Dealers in Rare Books and Pine Library 
Editions of standard Authors? 
Voyages and Travel*. Early Printed Books, 1st Edi 
tiona of 17th, 18th, and 19th Century Writers. Ulus 
trated Works. Also Rare Portraits, Line, StippU 
Messotints and Color Engravings, and Autographs. 

Classified catalogues free on application. 

Those visiting England should call and inspect out 
stock, which is both large and in choice condition 


JOHN Dea,cr In 

J. Fine Book, 

MURPHY Coated and 


Technical Books 

Are Our Specialty 


We invite inquiries re¬ 
garding best available 
literature on technical sub¬ 
jects and can supply any 
book published promptly 
and at 

Lowest Selling Price 

Send for catalogue and list 
of selected books suit¬ 
able for 

A Medium-Priced Technical Library 


Engineering News Book Department 

220 Broadway, New York 


PRINTING 

of all kinds, plain and colored, also engraving 
and embossing, in any quantity, promptly at¬ 
tended to at the closest possible prices. We 
can refer to the largest banks, the largest 
manufacturing concerns, publishers and others 
in the United States. We shall take pleasure 
in having you call, or if it suits your conveni¬ 
ence, to call on you. Drop us a line. 


^NewTork 1 - Cover Papers 

Refers to “THE PUBLISHERS’ WEEKLY 


ANDREW H. KELLOGG 

409 Pearl St, ('Phone 3640 John,)New York 
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CLASSIFIED ADVERTISING 

Directory of Publishing Adjuncts 

Kate*: Two Lines, $8; Three Lines, $12; Four Lines, $15 per year 


COMPOSITION AND PRESSWORK 


Robert Drummond Co„ 444- 6 Pearl St., New 
York, Printers, make a specialty of Mathematical and 
_Tabular Composition. Presswork of all kinds. 

Geo. H. Ellis Co., 272 Congress Street, Boston. 
Thoroughly equipped in Composing-room and 
Press-room for all classes of book work. 

Wm. F. Fell Company, 1220-1224 Sansom St , Phila¬ 
delphia. Ready lor quick service. Monotype Com¬ 
position, Electrotyping and Book Press work. 

Griffith-Stillings Press, 368 Congress St., Boston. 
Monotype Composition and Electro. Presswork. 
Color Specialty. 

Lent & Barnes, 137-9 E. 25th St., New York. Book, 
Magazine, Cut, Color and Job Printing. 

Sherman & Co., Printers, 7th and Cherry Sts., Phila¬ 
delphia, Pa. Thoroughly equipped for Book Press- 
work. 

C. H. Simonds & Co ., 297 Congress St., Boston. 
Book Composition and Electro., Linotype, Mono¬ 
type, hand. Single and Perfecting Presswork. 

The Trow Press, 201-213 E. 12th St., New York. 
21 Linotypes, Lanstons, 80 Presses, Electrotyping. 


BOOK MANUFACTURING 


Braunworth & Co., 16 Nassau St., Brooklyn, N. Y., 
will contract for manufacturing in all branches of 
printing and cloth or leather binding of best quality. 
Special facilitiesfor prompthandling of largeeditions 
Burr Printing House, Frankfort and Jacob Sts., 
New York. Complete facilities for composition, 
electrotyping, presswork and binding. 

The De Vinne Press, 395 Lafayette St., New York. 
Fine Book Work, Illustrated and Plain. 

Privately Printed and Limited Editions. 
Electrotyping and Binding. 

M. A. Donohue & Co., 407-429 Dearborn St., Chicago. 

Printers and Bookbinders. Large or small editions. 
William G. Hewitt, 24-26 Vandewater St., New York 
City. Manufacturer of books, catalogs and magazines 
at the best competitive prices. Book composition 
and elec t rotyp ing a specialty. 

The Manhattan Press, 476 WestT Broadway, New 

York. Special facilities for printing large forms and 
long runs. Large binding capacity. 

Mayhew Publishing Co., 92^96-100^Ruggles St., 

Boston, Mass. The finest equipped plant in New 
England. Book work a specialty. 

National Publishing Co., 239 So. American Street, 
Philadelphia. Printers and Bookbinders. Thor¬ 
oughly equipped for all classes of printing and book¬ 
binding. Edition work a specialty. 

The Norwood Press, Norwood, Mass. 

J. S. Cushing & Co., Composition and Electro. 
Berwick & Smith Co., Presswork. 

_E. Fleming & Co.. Binding. _ 

The Plimpton Press, Norwood, Mass. New York 
Office, 70 Fifth Ave. Composition, Presswork,Cloth 
and Leather Bindings. Special facilities for com¬ 
position in foreign languages._ 

The Publishers Printing Company, 4*9-421 
Lafayette St., New York. Thoroughly equipped for 
all classes of book, magazine, cut and color work. 

The Quinn & Boden Co., Rahway, N. J., will quote 
prices consistent with best mechanical results, for 
the manufacturing of books, cloth or leather. 
Capacity, ro.ooo vols. per day. N. Y ., 132 Nassau St. 
Town Printing Company, 432 N. 12th Street. Phil¬ 
adelphia, Pa., makes the complete book, with little 
trouble for the author. Monotype composition. 

The Trow Press, 201-213 E. 12th St., New York. Com¬ 
plete Book, Job and Magazine Office,fine colorwork, 
catalogue s, etc., modern machinery, large facilities, 
file Werner Company. Akron. Ohio. The Largest 
Book Factory On The American Continent. Com- 
pf)f Isut AJl Prapfri? Aft*# Tntfe*. 


CLOTH AND LEATHER BINDERS 


Ephraim Adams & Co., 287-293 Congress St., Boston. 
Established 70 years. Large facilities for Edition 
cloth and leather binding. Prompt deliveries. In¬ 
quiries solicited. 


The American Book Bindery, 265-267 Cherry St., 
520^522 Water St., 61-63 Rutgers Slip, New York. 
Editions bound in cloth and leather. 


Thomas Y. Crowell <& Co., 426-428 West Broadway, 
New York. Editio n binding of all kinds. 

Grady Bookbinding Co., 132-142 W. 27th St., New 
York. Equipped for large runs on time. 

Edwin Ives & Sons, factory, Grand St. and Mor¬ 
gan Ave., Biooklyn. Office, 22 Howard St., New 
York City. Publishers and Printers cannot afford to 
overlook our facilities. Cloth, half bound and flexi¬ 
ble leather. 


Eugene C. Lewis Company, 214-218 William St., 
New York. Edition, catalogue, and high-class 
pamphlet binding. 


The Trow Press, 2 oi- 2 i 3 E.t2thSt.,N.Y. Large modern 
editio n binderies for leather, cloth, pamphlet work. 

H. Wolff, 92-98 Centre Street, New York. Bindery 
completely equipped for edilion work in cloth, 
half leather, and full leather. Capacity, 100,cco 
books per week. 


EXTRA BINDING FOR THE TRADE 


Ralph Randolph Adams, 9 East 42d St., N. Y. City. 
Only Imported French Levant, Turkey Mor., Eng¬ 
lish Calf and Scotch Pig used. Hand work entirely. 
Sto ck of book s in binding carried. Catalogue. 
Henry Blackwell, 10th Street and University Place, 
New York. Good bookbinding only, in all varieties 
_of leather. 

James Macdonald, 132 West 27th St., New York. 
Established 1880. Leather art binding for sets or 
single vols. a specialty. 

The Trow Press, 201-213 E. 12th St., N.Y. Extra bind¬ 
ing, Vellum, Crushed Levant, Moroccos, Calf, etc. 
Un ique designs. Restoring, inlaying. 

J. F. Tapley Co.. 531 West 37th St., New York. 
Special Department for Art Binding. 


BOOK PAPERS 


F. A. Flinn, 32 Beekman St., New York. Full line of 
book papers. Sole American agent for the famous 
“India’ Bible paper. 


DIE CUTTERS AND ENGRAVERS 

Becker Bros., 26 East 13th St , New York. Fully 
equipped for artistic designing and die cutting. 
Established 1880. _ 

E. Gorenflo, i7»->73 Sixth Ave., N. Y. Designerand 

Engraver of Book Dies. Tel. 2154 ‘ Chelsea,” 

H. B. Matthews, 156 Fifth Ave., New York. Original 
designssubmitted and diescut. 

Chas. Wagenfohr, Designer, Engraver, Diesinker. 
140 West Rroadway, New York. High grade work. 


HALF-TONE AND OTHER PLATES 


The Hagopian Photo-Engraving Co., 39 East 
20th St., New York. Pioneers in the development 
of photo-engraved plates. 


COLOR FROCESS PLATES 


Trichromatic Engraving Co„ 12 Spruce St., New 
York. Phone. 4492 Beekman. 


COLOR PRINTERS 


Zeese>-Wllkinson Co., 213-217 E. 24th St., N. Y. 
Known for Prompt and Satisfaptory service. 
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Directory of Publishing Adjuncts.—Continued 


INDEXING 

REPRODUCTIONS 

C. H. Denison’s Patent Indexes, 79 Fifth Ave.i 
New York. A record of twenty-seven years for 
reliability and promptness is a guarantee of best 
work. 

The Columbia Planograph Co., Washington. 
D.C , reproduces cheaply, maps, books, foreign 
languages, tabular matter, etc. Obviates proof 
reading, process photographic, errors impossible. 

TRADE LISTS, FAC-SIMILES, ETC. 

ELECTROTYPING 

The Trow Directories, 87-91 Third Avenue, N. Y. 
Lists of all businesses and professions, U. S., Canada. 
Fac-simile letters, folding, addressing and mailing. 

Edwin Flower, 216 William St., N. Y. Modern plant 
large facilities. “ Good work quickly done.” 


Classified Business Opportunities 

A Directory of Profita.ble Adjuncts to Bookselling 

Rates: One Line, $5; Two Lines, $8; Three Lines, *1*2; Four Lines, $15 per year. 


Art Publishers. 

THE PERRY PICTURES. Extensively advertised. 
Millions sold. Very popular. Send 4 cents in 
stamps for Illustiated Catalogue and prices to the 
trade. Perry Pictures Co., Box 630, Malden, Mass. 

HILLS & HAFELY CO., 27 East 22d St., New York. 
Birthday, Easter, Christmas and Valentine Cards, 
Calendars, Booklets, Wall Mottoes, etc. 

WOODBURY E. HUNT, Concord, N. H. Publish¬ 
er of “Huntwood Prints” and Fine Art Calendars. 

Book Plates (Ex Libris). 

ROBERT SNEIDER CO., 143-145 Fulton St., New 
York. Designers and Engravers of Book Plates 
(Ex-Libris). Heraldic and Monogram dies—for 
Stationery. 

Books in Foreign Languages. 

WILLIAM R. JENKINS CO., 851 and 853 Sixth 
Ave., (cor. 48th St.), New York. French and 
other foreign languages. 

LEMCKE & BUECHNER, 11 East 17th St., New 
York. (All foreign books.) 

SCHOENHOF BOOK CO., Boston, Mass. Foreign 
Books. Tauchnitz British Authors. 

E. STEIGER & CO., 25 Park Place, New York. 
(Books in all languages.) 

FRANCESCO TOCCI, 520 Broadway, New York. 
Italian books—Printer and Publisher. Importer 
and manufacturer of accordeons, guitars, mando¬ 
lins. etc. 

Calendars. 

FRIENDSHIP CALENDAR CO., 21 Cedar St., New 
Britain, Conn. Friendship Calendar, second suc¬ 
cessful season, thousands sold last year, original, 
different from “quotation” and all other calendars. 

Clips, Paper Fasteners, Thumb Tacks. 

HAWKES-JACKSON CO., 82 Duane St., N. Y. 
“Solidhed” Thum Tacks, celluloid colors, Brass 
and Steel. 

MOORE PUSH-PIN COMPANY. 184 So. nth St., 
Philadelphia. Fine steel Pins with glass-heads. 


Codes. 

AMERICAN CODE CO., 83 Nassau St., New York 


Crayons. 

THE FRANKLIN CRAYON CO., Rochester, N. Y. 


Diaries. 

B. W. HUEBSCH, 150 Nassau St., N. Y. Annual 
and Perpetual Year Books. A popular diary. 

Masonic Goods and Books. 

MACOY PUBLISHING AND MASONIC SUPPLY 
CO., 34 Park Row and 1 Beekman St, New York. 


Maps, Globes, and Atlases. 

C. S. HAMMOND & CO., 152 Broadway, New York. 
RAND, McNALLY CO., Chicago and New York. 
Publishers of Pocket and Vest Pocket Maps, 
Globes, Atlases, Guide Books, Books of Travel and 
Souvenir Albums. 


Map Specialties. 

JOHN W. ILIFF & COMPANY, Chicago. Appli- 
ances and Supplies for the “Map and Tack Sys¬ 
tem,” Desk Maps, Wall Maps. 

Post Cards, Racks and Albums. 

AMERICAN PHOTOCOLORTYPE CO., 337*339 
Dearborn St.. Chicago. 

Safety Razors. 

J. CURLEY & BRO., 318 BROADWAY, New York. 
^Safety guard for razor blades.) 

School and Kindergarten Supplies. 

J. W. SCHF.RMERHORN & CO., 3 East 14th St. N. 
Y. Books and Materials for Kindergartners. 


Stationery Novelties. 

WILLIAM J. BURKHARDT, 206 Ocean Avenue, Jer¬ 
sey City. Unique Holiday Novelties. Die Stamped 
Christmas Cards, Post Cards, Calendars, Penwipers. 


The Best of Its Class 

Whether it is Library, Fine Art Work, Catalog, or Paper, 

Cloth or Leather Edition Binding, we Attain the Best Results. 

And It Costs No More 

Quality work, fair prices, prompt delivery. 

J. F. TAPLEY CO. 

Makers of Books 

531-533-535 WEST 37th STREET 5 3 NEW YORK 
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FELT BOOKS 


To the Fore 

A NEW IDEA IN JUVENILES 

SAMPLES NOW READY 

On application, both samples and prices will be sent. 

Two Series Four Titles in Each 

NEW EDITIONS 

of all the famous MUSLIN BOOKS are just off 
the presses. We announce them at 

Greatly 'Reduced "Prices 

TO THE TRADE 

Eight Series Four Titles in Each 

Soft Muslin Bright Colors 

IVRITE FOR NEIV QUOTATIONS 

THE SAALFIELD PUBLISHING COMPANY 

New York AKRON, OHIO Chicago 
















